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Dover, 776 

British Thomson-Houston tableaux in 
Coventry carnival, 67 

British trade representatives, Visits of, 
1141 


British trade with Brazil, 524 

British 132-kilovolt grid, The, by J. R. 
Beard, 584, 621 

Bronze furnaces, Electric, 983 

Brook Motors’ works extension, 812 

Brussels Wireless Exhibition, The, 1095 

Buenos Aires, Developments in, 467 

Buenos Aires, The British Exhibition in, 
577, 812, 1094 

Buff, Red and, 983 

Building, The new “ Merger,” 67 

Bulgarian electrical progress, 757 

Bulk supply sub-station at Bermondsey, 
A, 92 

Bull, An electrical, 402 

Burnley transport post, The, 1046 

Business budgets, 907 

Bussey coal distillation works, The, 163 


ABLE drum publicity, 682 


Cable exports, German, 709 

Cable for Sydney, 33,000-volt, 905 

Cable industry, The em 560 

Cable-laying vehicle, A, 767 

Cable-making industry, Wages in the, 
155. 353, 561, 812, 950 

Cable research in Germany, 68 

Cable paper subjected to heat only, 
Wood-pulp, 444 

Cable syndicate, A Polish, 855 

Cable-telephony, Transatlantic, 1150 

Cable vertically installed, 20-kV, 590 

Cables for Dundee, British, 712 

Cables in America, 132-kV, 282 

Cables in India, Callender’s, 194 

Cables, Long-distance telephone, by A. 
Engelhardt and H. Cobden Turner, 
144, 186, 226 

Cables, 132-kilovolt, 422 

Cake and biscuit manufactory, A, 1080 


Calculations, Slide-rule, by L. J. Vann, 
888 


Call for optimism, . A. 1029 
Callender’s cables in India, 194 
Canada, Oil-lectric locomotive in, 531 
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ne, 


January 3, 1930. 


Canada, Possibilities in, 262 

Canadian electrical imports, 485, 855 

Canadian industry and trade, 250 

Canadian overseas electrical trade, 537 

Canadian radio production, 396 

Canal haulage in Alsace-Lorraine, 525 

Canal haulage in Germany, 396 

Car a standardisation in France, 

Carbonisation, Low-temperature coal, 

Carbonising equipment, Comparison of 
results of tests of four types of, 404 

Corporation and _ contractors, 

4 


Cardiff Engineering Exhibition, The, 
1006 


Carnival, Electricity in a, 
— type electric fans, BSS. for, 
84 


Central America, The A.E.G. in, 562 

Central Board accounts, 265 

Central Board contracts, 357, 396, 485, 
560 


Ceylon electrical imports, 275 

Chadwick travelling and Bossom gift 
scholarship, 203 

Chamonix, Aerial cableway at, 862 

Charges for electricity, Reasonable, 182 

Charges, Wandsworth electricity, 76, 


2 

Cheap electricity?, Do mergers mean, 
51 

Chemical engineering, 47, 118 

Chesterfield contractors’ dinner, 998 

Chile, Electrical development in, 352 

Chile, New steelworks in, 20 

Chilean hydro-electric plant, A, 282 

Chimes, Synthetic bell, 507 

China, Import trade of, 872 

Chinese cable contracts, 810 

Chinese electrical undertakings, Regu- 
lations for, 756 

Chloride Electrical Storage Co.'s works, 

ie, 5 

Choice of a.c. motors, Notes on the, by 
A. G. Powell, 

Choice of technical books, The, by W. 
Simpson, 514 

Christchurch (N.Z.) electrical exhibit, 
A, 997 

Christmas gifts, Electrical, 756 

Christmas trade, 

Christmas window display suggestion. 
A, 857 

Christmas window displays, 904 

Christmas, 1929, 1079 

Church lighting, 152 

Church-lighting installations, 563, 952, 

38 


Circuit breakers without oil, 886 


City Notes— 


Adelaide Electric Supply Co., 407, 771 
Agricultural and General Engineers, 


1154 
Allen, West & Co., 247 
Aluminium Corporation, 868, 1010 
Amazon Telegraph Co.. 869 
American & Foreign Power Co., 535 
American Commonwealth Power Cor- 
poration, 1011 
American Gas & Electric Co., 963 
American General Electric, 1061 
ee Telephone & Telegraph Co., 


Anchor Cable Co., 825 
Anglo-American Telegraph Co., 123, 
693 

Anglo-Argentine Tramway Co., 32, 
110 

Anglo- — Telephone Co., 725. 

Aron Electricity Meter, 32, 122 

Associated Fire Alarms, 575 

Associated Gas & Electric System, 
122, 

Associated & Telegraph 


1154 
Atlas “Light & Power, 725, 770, 824, 


Telephone 


Austrian companies, 123 
Auto Electric Devices, 1107 
Telephone Manufacturing 


Babcock & Wilcox, b74 

Bagdad Tramways & Electric Light- 
ing Syndicate, 81 

Baird Television Companies, 1107 

Barcelona Traction, Light & Power 
Co., 1061 

Beardmore, William, & Co., 287, 367, 
449 

Beauharnois Power Corporation, 1061 

Beaver Trust, 916 

Belgian company, 868 

Belliss & Morcom, 81 

Berry’s Insulating & Building Pro- 
ducts, Ltd., 32 

Birmingham District Power & Trac- 
tion Co., 81, 

Bognor Gas & Electricity Co., 327 

Bolckow, Vaughan & Co. 17 

Bournemouth & Poole Electricity Sup- 
ply Co., 165 

Brampton Bros., 771 

Brazilian Traction, Light & Power 
Co., 123. 407, 693, 1154 

Bristol Tramways & Carriage Co., 


British Aluminium Co., 535 

British Columbia Power Co., 449, 825 

British Columbia Telephone’ Co., 449 

British Electric Traction, 869 , 

British Electric Transformer Co., 1107 

British Empire Trust Co., 

British Insulated Cables, 495 

British Power & Light Corporation 
(1929), 81, 247 

British Thomson-Houston Co., 917 

British Vacuum Cleaner & Engineer- 
ing Co., 1154 

Brompton & Kensington Electricity 
Supply Co., 165 
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City Notes—continued. 
Bruce Peebles & Co., 535 
Buell Combustion Co., 916 
oes Ayres Lacroze Tramways Co.. 


Buenos Ayres Town & Docks Tram- 


ways 1 
Burma Electric Supply Co., a. 1106 
Burndept Wireless (1928), 495 


ireless Merger, 122, 

5 

Calcutta Electric Supply Corporation, 
725, 1154 


Calcutta Tramways Co., 771 
Callender’s Cable & Construction 


Co., 615 
oe Share & Investment Trust, 


Cambridge Electric Co., 1011 

Cammell, Laird & Co., 

Canadian General Electrle Co., 327 

Canadian 247 

Canning, W., & Co., 327 

Cape Electric Treawege, 963, 1154 

Cawnpore Electric Supply Corpora- 
tion, 869 

Ceara Tramway, Light, & Power Co., 
1154 


Charing Cross Electricity Supply Co., 
207 


Chelsea Electricity Supply Co., 165 

Chiswick el Supply Corpora- 
tion, 

Chloride Electrical Storage Co., 771, 


Cia Hispano-Americana de Electrici- 
dad, 825 
City of Buenos Aires Tramways Co., 


City of London Electric Lighting Co., 
207 


Clarke, Chapman & Co., 407 
& Hill of Howth Tramroaa 


81 
cide alley Electrical Power Co., 


Compania de Electricidad de la Pro- 
vincia de Buenos Aires, 326 
Companies struck off the Register, 

: 33, 165, 327, 1154 

Consolidated Gas, Electric Light and 
Power of Baltimore, 165, 1011 

County of London Electric Supply 
Co., 165, 1061 

Crompton Parkinson, 449, 534 

Cuba Submarine Telegraph Co., 327 

Davis & Timmins, 247 

— Supply & Traction Co.. 


Direct Spanish Telegraph Co., 535 
Drake & Gorham, 725, 824 
Dubilier Condenser Co. (1925), 80, 


122 
one. United Tramways Co. (1896), 


Dutch companies, 693, 771, 869, 963 
East African Power & Lighting Co., 


East India Tramways Co., 
Telegraph Co., 33, 495, 


Ebonite Container Co.. 367, 963, 1061 
Edibell Sound Film Apparatus, 80 
Edison Swan Electric Co., 449, 494 
Edmundson’s Electricity Corpora- 


tion, 80 
Electro-Chemical Process, 


Electramonic Co., 407, 448, 494 

Electramonic (Forei ‘ign Rights), 770 

Electric & General Investment Co., 
32, 1154 

Electric Construction Co., 1011 

Electric Supply Corporation, 535 

Electric supply fusion, 287 

a Finance & Securities Co., 


575 
Distribution of Yorkshire, 
7 
Electro Dynamic Construction Co.. 
Electrolytic Zinc Co. of Australasia, 
123 


Electro Trust, 367 
Electrical Distribution of Yorkshire, 


81 
Enfield Cable Works, 207 
English Electric Co., 449, 1061 
Ericsson companies’ reports, 207 
Erinoid, 725, 825, 917 
Ever-Ready Co. (Great Britain), 771 
Falk, Stadelmann & Co., 207 
Falkirk Iron Co., 575 
Farnham Gas & Electricity Co., 327 
Ferranti, 869, 962 
Fife Tramway, Light & Power Co., 


122 
Folkestone Electricity Supply Co., 535, 
574, 615 


Foundation Co., 868 

French companies, 33, 123, 165, 207, 
725, 771, 917, 1011 

General Electric Co., 79 

German companies, 123, 165, 495, 

. 575, 771, 825, 1107 

German- Spanish Company, 207 

Glenfield & Kennedy, 771 

Globe Telegraph & Trust Co., 32, 1011 

Great Northern Telegraph Co.’s Hold- 
ing Co., 81, 122, 

Greenwood & Batley, 81, 1154 

Hall Telephone Accessories (1928), 32 

Hendon Electric Supply Co., 

Henley’s, W. T., Telegraph Works, 
Co., 33, 121, 825 

Hispano-Americana de Electricidad, 

ia, 
Hoffman Manufacturing Co., 725 
Hydro-Electric Securities Corporation, 
7, 535, 825 

Hydro Thermal Power, 824 

Indo-European Telegraph Co., 693, 917 

International Hydro-Electric System, 
81 


City Notes—continued 
Imperial Tramways Co., 207 
India Rubber, Gutta Percha & Tele- 
graph Works Co., 916, 1010 
Indo-European Telegraph Co., 962 
Automatic Telephone 


495 
at Wight Ete 107 
Isle of —_ Electric Light & Power 


Hee Phillips. 869 
an Electric Tramways, 122, 


Kensington & Knightsbridge Electric 
Lighting Co., 33 

Kidderminster. & District Electric 
Lighting & Traction Co., 165 

La Plata Electric Tramways, 1010 

Lighting Trades, 963 

Lisbon Electric Tramways, 33, 1107 

Liskeard ata Gas & Electricity 


Liverpool ctric Cable Co., 535 
ee Electric Supply Corporation, 


London electricity supply companies’ 
shares, 165 
Low Temperature Carbonisation, 1107 
Electric Supply Corporation, 


Mann, Egerton & Co., 1154 

Manx Electric Railway Co., 1107 

Marco Refrigerators (1929). 824 

Marconi, International Marine Com- 
munication Co., 

Marconi's Wireless Telegraph Co., 


Mather & Platt, 165 

Melbourne Electric Supply, Co., 917 
Metals Coating Co., 9 td 

Electric Supply Co., 207, 


Mexican Light & Power Co., 122 
Mexico Tramways Co., 122, 287 
Counties Electric Supply Co., 


Midland Electric Corporation for 
Power Distribution, 495 
—— Light, Heat, & Power Co., 


Montreal Light, 7 & Power Con- 
solidated, 535, 917 

Morris, Herbert, 725 

Murex, 1061 

National Telewriter Co., 825 

Newcastle-u n-Tyne Electric Supply 
Ou, 

New issues, 121 

hones Electric Light & Power 
0. 

North Metropolitan Electric Power 
Supply Co., 615 

North Wales Power Co., 80, 122 

Northern Mexico Power & Develop- 
ment Co., 1154 

Norwegian company, 869 

Norwich Electric Tramways Co., 693 

Official notices re companies, 535, 
575, 770, 825, 1010, 

Oliver Pell Control, 207, 

Telephone & Electric Co., 


~— Electric Lighting & Power 


Oxford "Electric Co. 825 
Para_ Electric Railways & Lighting 
Co., 917 


Parker, Winder & Achurch, 535 
Pennsylvania Water & Power Co., 


061 

Perak River Hydro-Electric Power 

Pernambuco Tramways & Power Co., 


449 
Petters, 81, 122, 1061 
Pettigrew & Merriman (1925), 407 
Philips’ Glowlamp Works, 575 
Pinchin, Johnson & Co., 327 
Postal Telegraph & Cable Corpora- 
tion, 1 
Power Corporation of Canada, 247, 


‘Prospectuses, 80, 247 

Puebla Tramway, Light, & Power 
Co., 693 

Quebec Power Co., 535, 1107 

Radio Corporation of America, 327, 
w7, 

Radiovisor Parent, 916 

Rangoon Electric Tramways & Sup- 
ply Co., 407 

Ransome & Marles Bearing Co., 575 

Richmond (Surrey) Electric Light and 
Power Co., 165 

River Plate Electricity Co., 725 

Ross Electric Light & Power Co., 165 

Rushden & District Electric Supply 
Co., 247 

Ruston & Hornsby, 32 

Ruths Steam Storage, 868 

Scottish Power Co., 81, 121 

Electric ‘Construction Co., 


a. Water & Power Co., 367, 
1061 ° 


Siemens Bros & Co., 

Smith, S., & Sons oo Acces- 
sories), 1011, 106 ; 

Smithfield Markets Electric Supply 
Co., 12 


South London Electric Supply Cor- 


poration, 

South Metropolitan Electric Light 
and Power Co., 

Southern Brazil Electric Co., 495 


Southern Canada Power Co., 1154 


uit 


Stock Exchange aioe: 32, 121, 287, 
327, 367, 407, 449, 495, 535, 575, 
615, 693, 725, 771. 825, 868, 917, 
963, 1011, 1060, 1107, 1154 

Stothert & Pitt, 615 

Swiss companies, 207, 495, 535, 771, 


Telegraph & Mainten- 
ance Co., 33 

Telephone Manufacturing Co., 32 
121, 824, 963 

Thornycroft, John I1., 869 

Torquay Tramways Co., 287 

Traction & General Investment 
Trust, 81 

Ty — Tramw. ays & Tramroads Co., 


Underground Group, The, 80 

United Electric Tramways Co. of 
Caracas, 1011 

River Plate Telephone Co., 


Urban Electric Supply Co., 693 

Venezuela Central Railway Co., 327 

Venezuela Telephone & Electrical 
Appliances Co., 1060, 1153 

Vera Cruz Electric Light, Power and 
Traction, 615 

Vickers, 247 

Victoria Falls & Transvaal 
Co., 122, 206, 1154 

Ward & Goldstone, 32. 449 

Waste Heat & Gas Electrical Generat- 
ing Stations, 327 

Waygood-Otis, 327 

West, Allen, & Co., 1107, 1153 

Wellman Smith Owen Engineering 
Corporation, 247, 2 

West Gloucestershire Power Co., 81, 


Power 


65 
West India & Panama Telegraph 


0., 
West London & Provincial Electric 
and General Trust, 575 
Western Union Telegraph Co., 165, 
770 


Westminster Electric Supply Corpora- 
tion, 287 

Yarrow & Co.. 1061, 1154 

Yorkshire Electric Power Co., 81, 


246 
Young Accumulator Co. (1929), 246 


City office, Electric cooking in a, 402 

City refuse disposal, by C. L. 
O 'Shaughnessy, 211 

Civic week celebration at Bolton, 522 

Cleaning, Eiectricity in dry, 

Clock, A new, 243 

Clyde Valley exhibit, A, 757 

Coal carbonisation, Low-temperature, 


, 968 
Col, Distillation Works. The Bussey, 


63 
Coalfield, The South Yorkshire, 631 
Coal mines, Electricity in Empire, 1138 
Cockle Creek power station, The, 
Collieries and the grid, 1092 
Colliery explosion, A, 1055 
Colliery plant, New, 444 
Colliery requisites, B.S.S. for, 912 
Columbia company to make radio 


sets, 
Combustion control, Automatic, by 
Cc. . Tuphoime, 942 
Combustion control installation, A 


Large, 1149 

Commercial Motor Show, 880, 913 

Commercial radio-telegraphy, by H. 
M. Dowsett, 831 

Commission of Ontario, The Hydro- 
Electric Power, 210 

Commissioners and a new B.1.F. Com- 
mittee, Trade, 

Committee censured, An electricity, 1141 

Committee on Finance and Industry, 


“Commodore” Theatre, Hammersmith. 
Lighting installation at the, 1114 

Communication, Electrical, 741 

Communication engineering, Electrical, 
by Col. Sir T. F. Purves, 781 

Commutator brushes, Lubricating, 463 

Comparison of results of tests on four 
types of carbonising equipment, 


Compass invention awards, Gyro, 571 

Competition, Essay, 943 

Competition for electrical contracts, 

Competition, Ideal Home Exhibition. 
949 


Competition in Holland, Lamp, 855 
The E.T.B.1., 282, 482, 


Competition, The Highfield Shield, 76, 
720 


Compression, The electrolysis of water 
under, by Dr. A. Salmony, 

Compromise in the use of illuminants 
or public lighting, by H. 
Woodward. 578 

Condenser, A large welded, 1103 

Condensers, Hydrogen-ventilated syn- 
chronous, 190 

Conductors for 154-kV transmission linc, 
ollow, 402 

Conference, Intercommunication, 117 

Conflict. Trade unions in, by J. W. 
Thomas, 147 

Connections for automatic voltage regu- 
lators, Potential, by C. W. Stub- 
bings, 

Continental electrical development, 712 

Continental electrical relations, Ameri- 
can and, 182 

Continental lam 
opments, 

Contract, An inter-imperial, 711 

Contracting industry, Wages in the, 756 


manufacturing devel- 
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Contractor and the architect, The, 19 
Contractors and rural areas, 1 
Contractors and rural electrification, by 
R. Taunton, 11 
Contractors’ dance in aid of the 
Contractors’ holiday terms, London, 234 
Contractors, Re ‘gistered electrical, 67, 
1047 


Board, 357, 396, 485, 
560 


Contracts Closed— 


Abertillery, 443 

Aldershot, 281 

Anglo-Belgian telephone cable. 687 

Arbroath, 718 

Australia, 281, 401, 718, 1004, 1053 

Ayr, 1004 

Bangor (Co. Down), 490 

Barking Town, 242, 569, 818, 1004 

Barnsley, 1101 

Barnstaple, 26 

Barrow, 1053 

Battersea, 160, 530, 764 

Bedford, 160, 569, 1147 

Belgium, 322 

Bexhill, 957, 1147 

Birkenhead, 74, 201, 443, 609, 818 

Birmingham, 201, 569, 

Blackburn, 818 

Black Notley, 116, 1004 

Blantyre, 401 

Blean, 1053 

Bolton, 443 

Bradford. 26, 116, 160, 490, 687, 1053 

Braintree, 1053 

Brighton, 569, 763, 862, 1004, 1053 

Bristol, 1054 

Broken Hill, 718 

Bromley (Kent), 687 

Bromsgrove, 116 

Burnley, 160, 1954 

Burton-on-Trent, 687, 1054 

Bury St. Edmunds, 160 

Cairo, 116, 718 

Calne, 160 

Cambridge, 687 

Cannock, 201 

Canterbury, 26, 569 

Cape Town, 116, 160, 401, 530, 957 

Carlisle, 116, 490, 818, 1101 

Cheltenham, 201, 1004 

Chesterfield, 74, 687, 1054 

Chopwell, 957 

Coichester, 116, 281, 609 

Connah’s Quay, 1004 

Coulsdon, 322 

Coventry, 281, 910 

Crewe, 160 

Croydon, 160, 322, 529, 673, 957, 1101 

Dartford, 74 

Devizes, 609 

Dewsbury, 609, 1101 

Doncaster, 116 

Douglas (1.0.M.), 687, 718 

Dublin, 570, 609, 763, 958 

Dudley, 490 

Dumfries, 1147 

Dundee, 718 

Durban, 401 

Dysart, 1054 

Eastbourne, 281, 687, 1054 

East Ham, 116, 818, 1101 

Eaton Bray. 322 

Egypt, 116, 718 

Epsom, 26, 570 

Evesham, 201 

Fylde, 862 

Gainsborough, 448 

Glasgow, 26, 281, 361, 444, 609, 718, 
818, 910, 957, 1004, 

Government Contracts, 160, 361, 529, 
719, 957, 1147 

Grange-over-Sands, 116 

Gravesend, 201 

Grimsby, 958, 1004 

Guildford, 

Hackney, 75, 687, 1148 

Halesowen, 116 

Halifax, 570, 609, 818 

Hammersmith, 161, 910, 1148 

Hampton, 687, 910 

Hastings, 842, 1101 

Henley-on-Thames, 1054 

Hertford, 116, 161 


Hounslow, 1004 

Hull, 116, 242, 281, 362, 687, 1054 

Ilford, 26, 201, 570, 818, 

Irish Free State, 570, 609, 763, 957 

Islington, 201, 910 

Kensington, 161 

Kettering, 570 

Kingswinford, 116 

Lanarkshire, 719 

Leeds, 74, 242, 609, 862, 1054 

Leek, 401 

Leicester, 201, 530 

Leven (Fife), 282 

Lewisham, 1054 

Limerick, 910 

Liverpool, 75, 242, 719, 910 

London, 26, 74, 116, 161, 201, $22, 
362, 401, 444, 490, 530, 570, 609, 
687, 719, 764, 818, 862, 910, 959, 
1004, 1054, 1101, 1148 

Louth, 719 

Luton, 444 

Maidenhead, 570 

Maidstone, 26, 75 

Manchester, 75, 116, 161, 282, 323, 
444, 609, 818, 1054 

Melbourne, 1004, 1053 

Mersév Railway, 1148 

Newmill, 1004 

Newport, 910 

Northampton, 20) 

Oldham, 282, 887, 818, 1054 

Oxford, 1 

Paignton, 818 

Plymouth, 1054 

Poplar, 75, 201, 764, 1004 

Port Elizabeth, 401 
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Contracts Closed—continued. 


Portland, 687 

Portsmouth, 116, 323, 490, 818 

Reigate, 282, 610 

Rotherham, 26, 75, 610, 687, 1101 

Rugby, 570 

St. Helens, 116 

St. Helens (Isle of Wight), 26 

St. Marylebone, 609, 764 

St. Pancras, 161, 490, 719 

Salford, 26, 282, 401, 1054 

Salisbury, 116 

Sandbach, 362 

Scarborough, 1004 

Seaham Harbour, 161 

Shardlow, 323 

Sheffield, 26, 242, 862, 1054 

Shoreditch, 570, 719, 1148 

Skelton & Brotton, 161 

Sleaford, 862, 1054 

South Africa, 116, 401, 530 

Southend-on-Sea, 161, 362, 570, 910 

Southport, 26 

South Shields, 490 

Southwark, 26, 818, 1054 

Sowerby Bridge, 1101 

Stafford, 719 

Staffordshire, 570, 764 

Stepney, 74, 719, 958 

Stirlingshire, 161 

Stockport, 1004 

Stoke Newington, 719, 910, 1148 

Stoke-on-Trent, 201, 362, 570, 719, 
764, 1004, 1101 

Sunderland, 323 

Sutton & Cheam, 282 

Swindon, 687 

Sydney, 281, 401, 1004, 1053 

Taunton, 161 

Torquay, 818 

Tynemouth, 201, 818, 1004 

Upholland, 362 

Upton-on-Severn, 958 

Uttoxeter, 444 

Wakefield, 75 

Walsall, 75 

Walton-on-Thames, 570 


‘Warrington, 242 


Watford, 401 
Wellfield, 242 

West Fife, 1054 
West Ham, 570, 818, 1004, 1054 
West Lancashire, 75 
Westminster, 862 
Weymouth, 530 
Wimbledon, 1054 
Wolverhampton, 764 
Woodhouses, 323 
York, 


Contracts, Competition for electrical, 
699 


Contracts, ‘* Metrovick power plant, 
251 


Contracts Open— 


Alderley Edge & Wilmslow, 321 

Angora, 817 

Antwerp, 360 

Argentina, 443, 489, 529, 569, 609 

Auckland, 159, 200, 241, 401, 443, 489, 
529, 569, 609 

Australia, 25, 74, 115, 159, 200, 241, 
280, 321, 360, 400, 443, 489, 529, 
569, 609, 687, 718, 763, 817, 
910, 956, 1003, 1053, 1100, 1147 

Ayr, 7 

ths aN. Ireland), 25, 74, 115 

Belfast, 443, 569, 609, 687, 1003 

Belgium, 159, 241, 280, 360, 400, 956, 
1100, 1147 

Birkenhead, 443, 489 

Birmingham, 489, 529, 956 

Blackpool, 322, 360 

Bloemfontein, 763, 817, 861, 910, 957, 
1004, 1053, 1101 

Bolivia, 1053 

Bo'ness, 763 

Bradford, 115, 1053, 1100, 1147 

Bridgend, 718, 763, 817 

Brighton, 322, 569 

Bromley, Kent, 400 

Brussels, 159, 241, 280 

Buenos Aires, 443, 489, 529, 

Bulawayo, 74, 115, 160, 201, oa. 281 

Bury, 241, 280, 322 

Cairo, 25, 74, 115, 159, 200, 241, 281, 

687. 718, 763, 817, 861, 910, 

956, 1003, 1053, 1160 

Canada, 159, 200, 241, 280, 718, 763 

Cape Town, 115, 242, 281, 322, 443, 
489, 529, 1004, 1053, 1101 

Cardiff, 159, 200, 569, 609, 687 

Carlisle, 25 

oe Co. Monaghan, 160, 


Catooma, Rhodesia, 817, 862, 910 

Cheadle and Gatley, 360, 956 

Chile, 25, 74, 115, 159, 200, 687, 718, 
763 


Christchurch, N.Z., 817, 861, 910 

Clydebank, 956 

Colwyn Bay, 817, 861 

Copenhagen, 1053 

Croydon, 400 

Dartford, 1053 

Delhi, _—% 529, 569, 609, 687, 718, 
7 


Denmark, 74, 1053 

Derby. 718, 763 

Devizes, 489 

Doncaster, 281, 322 

Dublin, 489, 861, 956 

Dumbartonshire, 1100, 

Dundee, 25, 115, 159, on ” 100, 1003, 
1100, 1147 

Durban, 160. 201, 241, 281 

Edinburgh, 25, 443, 489, 569, 609, 763, 
817, 910, 1100 

Edmonton, 400, 443 


Contracts Open—continued. 
Egypt, 25, 74, 115, 159, 200. 241, 281, 
22, 361, , 489, 5 


Gloucester, 74, 200, 24i, 
59 


322, 
Halifax, 443, 489, 36, 1003, 1053 
861 


36 
$43, ‘489, ~'529, 569, 609, 687 


569, 609; 687, 

159, 201, 241, 281. 322, 


Kingswood (Surrey), 489 


910, 956, 1004, 1053, 
Lourengo Marques, 26, 74, 


1 
Lymm ice 241 
5 24 


Mafeking, 281, 322 


1003, 1053, 1100, '1147" 
, 910, 957, 1004, 1053 
Montevideo, 116, 160, 242, 322 
Morocco, 569, 1004, 1053 


Newcastle-under-Lyme, 
159 


Newcastle-upon-Tyne, 


4 910, 957, 1604, 1101, 
Northern Ireland, 160, 201 


Port Elizz abeth, 


361, 401, 443, 


Scarborough, 281, 322, 361 
Sheffi 


. 


910, 957, 1053, "101; 


Southwark, 443, 489, 529, 
7 
Staffordshire, i, 569, 609, 687 
, 956 


Stoke-on-Trent, 1147 
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Contracts Open—continued. 


Uttoxeter, 74, 116, 160, 201, 242 

Valparaiso, 25 

Wakefield, 529, 569, 609, 687, 718. 
1004, 1053 

Walsall and West Bromwich, 322 

Wandsworth, 957, 1004 

Warrington, 281, 322, 361, 443, 763, 
817, 862 


Waterford, 322, 956 

Wellington, 26, 74, 115, 159, 200, 241, 
281, 322, 361, 401, 443, 489, 529, 
569, 609, 687, 718, 763, 817, 861, 
910, 957, 1004, 1053, 1101, 1147 

West Ham, 281, 322, 361, 401, 443, 
910 


Wigan, 44 

Wolverhampton, 361, 401, 443, 489, 
687, 718, 763 

Woolwich, 281, 322, 361 

Worksop, 401 

Ysceifog (Holywell), 569 


Contracts, Recent, 20, 67, 112, 155, 196, 
“ 356, 395, 437, 484, 
W5, 949, 


5 710, 757 
997, 1049, 1097, 1143 

Contribution to research, Liverpool's, 
234 


Control of electricity in Spain, 811 

Control system, A large supply, 1110 

Conversion of single- to three-phase pro- 
tection, 

Cookers and cooking, 1126 

Cookers, Electric, 660 

Cooking and water heating, Electric. 
630 


Cooking apparatus of the ‘ R.101, 
The, 811 

Cooking equipment, Institution, 402 

Cooking equipment, Large, 677 

Cooking in a City office, Electric, 402 

Co-operation between supply under- 
taking and factory, 1031 

Co-operation, The limits of, 789 

Co-ordination of London transport, The, 
66, 194, 989 

Copper-refining furnace, Electric drive 
for, 

Copper wire, B.S.S. for bare annealed, 
1102 


Cornish electrical development, by 
L. A. Hards, 1139 
Corporation showrooms, New, 234 


Correspondence— 


All+lectric houses, by A. H. Shaw, 
786; by Frank J. Moffett, 925; 
by W. T. Wardale, 1025; by 
F. C. Platt, 1025; by Thos. 
Barton, 1122; by Hubert W. 
Haydon, 1166 

Amateur wiring, by Reg. H. Rawll, 
786 


Battersea power station, The, by W. 
F. Fladgate, 218 

Bowl fires, by ‘‘ Chromium,’ 839; 
Lane and Girvan, 1074. 

British Industries Fair, Brmingham, 
by W. A. Vignoles, 627; by 
P. S. Newbound, 738. = 

Caleutta tube, The, by Lord Meston, 


Correction of balance by induction 
motors, by ‘* Student,” 680, 929; 
by “ Delta,” 737 
ae and the ‘“ Grid,” The, 
W. 1027 
Cross field of single-phase motors, by 
“* Eee Bee,” 839; by C. Coppock, 


930 

Demand for shoddy materials, A, bv 
Bromley-Langton Electric Wire 
and Insulation Co., Ltd., 1123 

Designation of wireless batte ries, bv 
Perplexed,” 1074 

Determining efficiencies by slide rule 
calculations, by F. A. Manley, 
1026; by W. H. Watkins, 1026; 
1074 

Diesel engines on peak load, by 
A. H. Dykes, 134 

Direct current problem, A, by “ In- 
quirer,” 738 

Domestic service, by A. Milne, 737 

Domestic supply tariffs, by Ernest G. 
Pink, 94 

Domestic water heating, by L. G. A. 
Sims, 

Domestic wireless, by A. Mortimer 
Codd, 506, 626; by F. Boyser, 
546; by G. E. Moore, 586 

E.D.A. salesmanship conferences, by 
W. A. Vignoles, 1025 

Electric boiling plates, by H. Bickell, 
787 


Electric heating, by C. Turnbull, 680; 
y A. Caine, 737 

Electrical thermal storage, by A. 
Vaux, 929; by Richard Crittall 
and Co.. Ltd., 930 

Electrical Trades Benevolent Institu- 
tion, The: An urgent appeal, by 
H. Marryat, 738 

Electricity in Holland, by J. Walker, 
462 


Electricity in the home, by Modern 
Electric Homes, Ltd., 06 

Electro-magnets on ships, by Marine 
Traders, Ltd., 134; by W. Brooks 
Sayers, 219 

Engineering education, by ‘ Young 
age 

E.S.C.A nd Whitleyism, The, by 
R. Smith, 218; by ‘‘Non-Scrip- 


338 
The, by Arthur 
Stery, 
1.E.E. tn France, The, by Donald 
Smeaton Munro, 94 


609, 687, 718, 763, 817, 861. 910, 

956, 1003, 1053, 1100 
5 Epping, 25, 74, 115 
Epsom, 361 
Erith, 489, 529 
ag Exminster, 443 
Gy Farnworth. 200, 241 
= Fife, 763, 817, ‘861, 956 
Ase Frederiksberg, 74 
| 

Grimst 489, 529, 1147 
Hackney, 159, 200, 241, 281 
Harrog 

Hastings 
Holywoo 
je 
= Lancaster, 817, 861 
be Leeds, 489, 529, 1101 
ae Leyton, 322, 361, 401 
oP Liverpool, 322, 361, 401, 1053, 1101 
ds London, 25, 74, 115, 159, 200, 241, 

i: 281, 322, 361, 401, 443, 489, 52». 
aldstone, 3, 1101, 1147 
34 Manchester, 200, 241, 281, 322, 569, fr 
9 609, 687, 957, 1004, 1053 
Marlborough, N.Z., 281, 322, 361 
Melbourne, 25, 74, 115, 159, 200, 241, 

& New Mill, 281, 322, 361, 401 | 

159, 200, 
443, 489 | 
, Oldham, 241, 322, 361, 401 

Oradea Mare, 201 
Penistohe, 26 
a Perth, 280, 322, 360, 400 
Plymouth, 281, 322 
31, 322 
2, 361, 401 
4 Portuguese East Africa, 26, 74, 115, 

160 

KG Pretoria, 26, 74, 115, 160, 201, 241, 

< 281, 817, 862, 910, 957, 1004, 1053 < 
Reigate, 361, 401 

Renfrewshire, 74 

* Rochdale, 401, 443, 957 

Rumania, 201 
Cs Salford, 74, 115, 160, 210, 401, 443, 
Hor 489, 

Salisbury 1 
489, 
fe Santiago, 25, 74, 115, 159, 687, 718, 4 
763 

Mis Sidmouth, 529, 569 
aa Simla, 25, 241, 281 
Skipton, 115, 160 T 
ora Sleaford, 361, 401, 529, 569 
Smethwick, 718 
‘ee Smyrna, 322, 361, 401 
res South Africa, 26, 74, 115, 160, 201, 

‘ 241, 281, 322. 361, 401, 443, 489, U 

529, 

861, 
1147, 
609, Vv 
Ra 
Cor 
Sti 
Cos 
Cos 
in oZ9, 009, OUI, Sis, SOL, Coy 
Tetuan, 
abe Tiverton Cre 
. Toronto, 718, 763 Cro 
Torquay, 322 
a Tralee (Co. Kerry), 1004 
Turkey, 817 Cro 
eas Uruguay, 116, 160, 201, 242, 322 
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Correspondence—continued. 

Inspection of nation, b 
A. Boothroyd, 134; * Macsa, 
179; by D. MacKersi., 219 

Kilowatt hunting season starts, The, 
by J. H. C. Brooking, 586 

Lady demonstrators, by “Unemployed 
Electrician,” 47; by A. J. Abra- 
ham, 94 

Lamp grading, by J. H. Noble, 94 

Late Judge J. C. Graham, K.C., B.Sc. 
(London), The, by Killingworth 
Hedges, 378 

Lubricating commutator brushes, by 
W. Stirling, 547 

Megohms, by “ Argee,” 737 

Meter pivots, by A.E.G. Electric Co., 


the, 


Lid., 738, 930; by “ The W riter 
of the Article, 
My electric house, by N. Williams, 


378, 546; by Reg. H. Rawll. 462, 

586, 626; by L. G. A. Sims, 506; 

by “Sales,” 1122 

co-operative reseerch, b 
the Committee of the British Elec- 
trical and Allied Industries Re- 
search Association, 

“Novotone,” The, by N. W. 
McLachlan, 680 

Overhead lines, by R. C., 46 

Personal sale smanship, by ‘ Show- 
rooms,’’ 839 

P.O. and ground excavations, The, 


by H. Wilson, 378 

Point five domestic rate, The, by 
Ernest G. Pink, 977 

Potential connections for automatic 
voltage regulators, by H. E. 


Angold, 927. 

Power consumers and peak 
by H. Wilson, 978 

of brains, The, Cc. C. M. 
Fullerton, 46; by J. M. S., 47 

Problem of testing, A, a. &. 
586; by H. R. Kempe, 680; by 
A. Morris Thomas, 786 

Rationalisation and labour, by ‘Anti- 

Rationalisation,”” 882; by ‘“Anti- 
too,’’ 977 

Reasonable charges for electricity, by 
M. Farrer, 258 

Re 4frigeration of electrical 
The, by W. H. F. Murdoch, 1025 

Researches in circuit breaking, by 

W. F. Dunton, 338 

by ‘* Manufacturer, 
218 

Science and legislation, by 


W. P. 
Dreaper, 1075 
Selling time switches, by F. A. 
Dracup, 930 
Small hydro-e slectric schemes, by “ In- 
terested,’ 883; by M. I. Williams- 
Ellis, 978 
Smoothing circuits, by J. W. Cooper, 
978 


loads, 


apparatus, 


“So near...,” by Looker-on,"’ 
978 

S.0.S.—Save__ our strawberries, by 
“Sales Engineer,”’ 299 


Srecially-designed cooking — utensils, 


by S. Davis Nicholls, 978 
Standard intermediate rural voltage, 
A, by R. Borlase Matthews, 338 


Standardisation of sizé of advertise- 
ment pages, by Thomas Bell, J. 
Taffs, A. W. Swan and Alfred H. 
Angus, 977; by J. Taffs, 1025; 

S. Simmons, 1026; by E. C. 
Reed, 1026; by R. Borlase Mat- 
thews. 1075 >; by Siemens Electric 
Lamps & Supplies, Ltd., 1075; by 
Birkbys, Ltd., 1075; by 
hirst Switchgear, Ltd., 1122; by 
Evershed & Vignoles, i. td., 1122; 


by H. E. Goody, 1167 
Standardising wayleaves for rural 
electric lines, by Theodore 
Stevens, 299; by John A. Sum- 
ner, 378 
Synchronous motors, by ‘* Non-Mathe- 
matician, 259, 306; by G. 


Haynes, 337; by J. Plummer, 337; 
by Geo. Rae-Arnot, 338; by j 
Mountfort, 377; by Crompton 
Parkinson, Ltd., 378; by Ernest 
F. Smith, 419 

Thawing of water-pipes, by A. W. 
Isenthal, 1166 

Thermal storage water heaters, by 
Duncan W. Low, 546, 680; by 
L. G. A. Sims, 586, 786 

Transmission 50 miles costs 0.0235d. 

per kelvin, -by Theodore Stevens, 
74 


Two-part tariff repayment meters, 
by H. Horwood, 929; by Thomp- 
son & Co., 976, 1074; by W. Fen- 
nell, 976; by H. W. Watts, 1025; 
by A.E.G. Electric Co., 1074 

Unappreciated of high 
voltages, by A. M. Taylor, 626 

Unique stamp, A, by T. Lindon, 95 

Water heating extraordinary, by 
J. W. Meares, 95 

by John H. Parker, 46; 

* Non-Scriptus,”’ 134 

Work” for the unemployed, 586 


Corrosion, Protecting aluminium 
against, by H. Sutton, 925 

Costs of production, Allocation of, 1031 

Cost of production at selected stations, 
1055 

Country house, An all-electric, 992 


Coventry Carnival, B.T.-H. tableaux 
in, 

Creditors, Meeting of, 276 

Crown Mines, Ltd., 20-kV  under- 


ground transmission system of, by 
W. Elsdon-Dew, 598 
Croydon, lectric’ houses at, 68 


Domestic 
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Customs regulations, Japanese, 755 
Customs tariff, New Turkish, 196 


Czecho-Slovakian electrical, imports, 
396. 810, 1141 

Czecho-Slovak import restrictions re- 
moved, 711 


D ALMARNOCK Gas Works, Glas- 
gow, Test on the Maclaurin 
gale at, 373 

Damage to clectrical systems by light- 
ning in the United States, 363 

Danish electrical imports, 682 

Danish electrical industry, The, 483 

Danish trade and industry, 209 

“ Daylight ” lighting, by Flitson Jay, 


Dead, Saving the seeming, 531 

Decorative by 
Irwin, 511 

Deeds of assignment, 195, 236, 683, 857, 


U.S.A., 


Beatrice 


Delray Power Station, Detroit, 


Demand for 
The, 
Demonstrating G.E.C. electrical 


factory accommodation, 


units, 
1 
Sent of Overseas Trade, The, 


Department of Overseas Trade, The 
New Secretary of the, 66 

Re-Rating scheme, The, 560 

Design of stcel structur: ss, by H. E. 
Hutter, 899 


De velo prix nt in scattered areas, Supply, 


De ae nt in the uses of electricity, 


~ by R. R. Sloan, 88 

Development proposal, A South Coast, 
43 

Development, Rural electrical, by W. 
Fennell, 

Development schemes, The  Govern- 


ment’s, 11 
Developments in Buenos Aires, 467 
Developments in heavy clectrical en- 

gineering, Recent, by F. Walker, 

641 
Dieselelectric 

run, 403 
Diesel-electric 
Dieselelectric 

14 


locomotive’s non-step 
river tugs, 587 
tanker, An American, 


Diesel engine progress in U.S.A., 988 

Diesel Engine Users’ Association, 27, 
610, 819, 1139 

Direct current, 444 

Dirt-track lighting, 332 

Occupational, 243 

Disposal, City refuse, by C.  L. 
oO’ Shaughne ssy, 211 

Disposal of surplus energy, 

Dispute, German electrical 
742 


The, 1078 
leaders’, 


Dissolutions of partnership, 69, 111, 154, 
196, 316, 359, 395, 439, 483, 524, 564, 
683, 760, 814, 858, 906, 1000, 1048, 
1142 

Distribution losses, The load factor of, 2 

Distribution of electricity in scattered 
areas, The, by J. A. Sumner, 647 

Distribution troubles, Some, by T. 
Barton, 1084 

Domestic appliances in Holland, 1063 

Domestic electrical developments, 176, 


ons 

Domestic e¢lectrical instructions in Ire- 
land, 531 


Domestic electricity supply in France, 


Domestic electrification in the United 
States, 395 

Domestic hot-water 

Domestic rate, The 
914, 935, 948 

service, by H. 
Ellis, 636 

Domestic supply tariffs, 29 

Double-deck compound 


supply, The, 261 
Point Five, 841, 


Willoughby 


generator, 


Doune, Overhead lines inquiry at, 1006 

Do you know?, by “ Stan Dard,” 17 

Drought on wi ater power in U-.S.A., 
The effect of, 931 

Drumm battery, The, 1104 

Dry cleaning, Electricity in, 303 

Dubilier patents, 318 

Dundee, British cables for, 712 

Dungeness radio beacon, 243 

Dutch cables for Salford, 437 

Dutch electrical imports and exports, 
601 


Dutch exports, Increased, 66 
Dutch radio exports, 560 
Duty on radio valves, Australian, 811 


ARTH faults on three-phase sys- 
tems, by C. E. Carrothers, 

East African. electrical imports, 395 

Electricity propaganda at, 


Sesthowrne, Overhead lines inquiry at, 


Economics of high voltage, Unappre- 
ciated, by Major A. M. Taylor, 429 
linburgh, An “‘allelectric home 


at, 792 
Edinburgh Electrical Society, 611 
Edison Swan-B.T.-H. marketing 
rangements, 315 
Edison, Thomas Alva, 631 - 


Ediswan automobile lamps, Adver- 
tising, 3¢ 
Ediswan’ lamp campaign, The 


63 
Education, Current engineering, 392 
Education’ for salesmanship, 
toutes in America, Engineering, ty 
Jac kson, 717 
Béavetlonel 29, 76, 117, 162, 364, 404, 
445, , 532, 819, 959 


Educational facilities in electric bread 
baking, 363 

Egyptian electrical imports, 154 

Egyptian electrical market, The, 77 


Electric Furnace Co.’s acquisition, 276 

Electric power supply, by G. J. 
Parkinson, 879 

Electrical advance, 629 

Electrical Association for Women at 
‘Newcastle, The. 138, 149, 212 

Electrical Association for Women, The, 
27, 203, 570, 688, 765, 864, 914, 959, 
1006, 1057, 1151 

Electrical Association for Women's pub- 
dications, The, 

Electrical communication, 741 

Electrical communication engineering, 
by Col. Sir T. F. Purves, 781 

Electrical Contractors’ Association and” 
the ** Outlet ” Campaign, The, 996 

Electrical Contractors’ Association Con- 
vention, The, 

Electrical Contractors’ 
ner, The, 997 

Electrical Contractors’ 
help the E.T.B.L., 

Electrical Contractors’ (E. “T.B.I. ) Ball, 
878 


Association din- 


Association to 


Electrical Development Association at 
Newcastle, 

Electrical Development Association cam- 
paign, A new, 452 

Electrical Development Association Out- 
let Campaign, The, 484, 521, 561, 
998 

Electrical Development Association 
Sales Conferences, 445. 949, 996, 

40 


11 
Electrical Development Association, The 
work of the, 63 
Electrical Development 
annual meeting, 1144 
Electrical Development Association's 
programme for October, The, 561; 
for November, 710; for Dece mbe or, 
904; for January, 1095 
Electrical development, Rural, by W. 
Fennell, 646, 704 
Electrical engineering 
Heavy, 630 
Electrical engineering, Developments in 
heavy, by F. Walker, 641 
Electrical’ « ngineering, Science 
Prof. E. W. Marchant, 784 
Electrical engineering, The use of 
wood in, 820 
Electrical engineers’ 
Withey, 1043 
Electrical Engineers’ Ball, 
1005 


Association's 


developments, 
and, by 


accounts, by S. H. 


1930, The, 


Electrical industry and the 
y A. G. Bruty, 5 

Electrical industry in France, The, 469 

Electrical industry, Progress of, by 
Lieut.-Col. W. A. Vignoles, 635 

Electrical Power Engineers’ Association 
and Scarborough Corporation, The. 
885 

Electrical Power Engineers’ 
dinners, 721, 766, 863, 

Engineers? 

571, 767 

Electrical Engineers’ Associa- 
tion, West Yorkshire Section, 531 

Electrical Research Association and 
electricity supply, The, 50 

Evecrric Review on the bookstalls, 
The, 935 

Electrical Society of Glasgow, 531 

Electrical standards for motor vehicles, 
324 

Electrical trade benevolence, 982 

Electrical Trades Benevolent Fund, Mr. 
Marryat’s appeal for, 698 

Ekctrical Trades Benevolent Institution, 
Phe, 532, 976, 1016 

Electrical Trades Benevolent Institution 
Competition, The, 282, 482, 601, 

Electrical Trades Benevolent In- 
stitution, Contractors’ dance in aid 
of, § 

‘Trades Benevolent Institution, 

z.C.A. to help the, 

Electrical Trade Protection Association, 
The, 

Electrical Trades’ 
lers’ Association, 904, 1 

Electrical Trades Union, The, 482 

Electrical Trades Union to move to 
London, 1141 

Electrical Wholesalers’ dinner, 1048 

Electric al workers’ wages in U.S.A., 


public, The, 


Commercial Travel- 
4 


Bleanhi ity after 1,000 years, 856 

Electricity and fuel, by Sir D. Miine- 
Watson, 834 

Electricity and gas, 863 

Electricity and roads, by W. J. Jones, 

censured, An, 


Electricity committee 


114 
Electricity for the home, 422, 509, 550 


Electricity for the Home— 
All-electric house, A demonstration, 
1090 
Allelectric house, An, 1042 
American houses, Installations in, 559 
Barnes, Developments at, 558 
Brighton Exhibition, The, 
** Claco ’? domestic appliances, 809 
Consumers’ guide, 
Cookers, Improved, 849, 898 
Cooking apparatus, A criticism of 
the present methods and practices 
of manufacturers of, by ‘ Con- 
sumers’ Engineer,” 1134 
Cooking utensils, Specially designed, 


Electricity, gas and coal costs, 1091 


ire, A new, 
Fire designs, "New, 809 


Free maintenance, 559 


v 


Electricity for the Home—cont. 


Fulham, Enterprise at, 519 

Gravesend showrooms, The, 749 

Hi: amme rsmith, Domestic supply at, 

Thames, Domestic clec- 
trification at, 705 

Lighting appliane Ss, Modern, 1042 

Maidstone, Developments at, 848 

Radiators, Artistic electric, 948 

** Sadia ” developments, Recent, 898 

Shoreditch, Developments at, 

Stoke-on-Trent, 1091 

Table cooker, A new, 1041 

Thern.al storage cooker, A, 730 

Tonbridge undertaking, Notes on the, 
1041 


Tunbridge Wells electricity under- 
taking, The, 947, 997 

United States, Domestic electrical 
appliances in the, 850 

Victoria, Australia, Domestic supply 


in, 
Washer, A new clectric, 898 
Electricity generation, 734 
Electricity in 1928-29, Generation of, 
698 


Electricity, Reasonable oe arges for, 182 

Electricity supply, by T. Roles, 836 

Electricity supply ss, 

Electricity supply progress, by 
Bolton, 103 

Electricity Supply 
1056 


D.. j. 
Rifle League, 864, 


Electricity supply, The trend in, 341 

Electrification, 
Theodore Stevens, 649, 747 

Electrification, British railway, by A. 
T. Dover, 776 

Electrification in France, Railway, by 
H. Parodi, 424 

Electrification, Results of farm, 182 

Electrified farms in the United States, 


531 
Electro-deposition. Applications of a.c. 
to, by Dr. H. C. Cocks, 39 


Electrolysis of water under compres- 
sion, The, by Dr. A. Salmony, 232 
Electrolytic zine plant extension, 317 
Electrometer voltage transformer test- 
ing, ) 
Elements for 


electric heating appli- 
ances, 1149 
Embankment fire, 29 
Emissions from  Klingenberg Power 
Station, Berlin, 445 


Empire trade, 756 

Employés, The insurance of, by B. Bar- 
ham, 1085 

Employment during June, 152; during 
July, 354; during August, 521; dur- 
ing Septemb r, during October, 
950; during November, 

Encouragement of Spanish 
The, 110 

Energy, The disposal of surplus, 1078 

Engineering and _ financial statistics, 
1030 


industry, 


Engineering and Shipbuilding Exhibi- 
tion, 453, 503 541 

Enginvering, Chemical, 

Engineering Congress, Tokio, 819, 864 

Engineering developments, He avy elec- 
trital, 630 

Engineering education, Current, 392 

Engineering education in’ America, by 

Jackson, 717 
ering, Electrical communication, 


by Col. Sir T. F. Purves, 781 
Engineering Exhibition, Br: idford, 878 
Engineering Exhibition, The A.S.E.E. 


and the, 328 
Engineering industry, 
196, 856, 951 
Engineering industry, Wages in th 
German, 15 
Engineering merger, Large, 682 : 
Engineering, Nickel and its uses in, 


Wages the, 


1052 
Engineering, Lo, ience and electrical, by 
Prof. E. W. Marchant, 784 


Supply, 589 


E pers and the grid, 
Holland, 


English turbo-generators for 
1000 


Equipment for oilfields, Electrical, 1103 
Equipment, Modern oil- purifying, 263 
Equipment protection in explosive at- 
mospheres, 302 
Ergon House, The London Power Co.'s 
control system at, 
Ericsson telephone acquisition, The, 811 
Errors in sub-station instruments, 
Levelling, 896 
Essay competition, 943 
Estonia, Conditions in, 562 
Estonian foreign electrical 
237, 439, 810, 998 
Estonian water- -power contract, L141 
Europe, Electric steel me Iting in, 404 
Europe, First 220-kV transmission line 
in, 2 
European glow-lamp cartel, The, 946 
Ex-B.W. Association, The, 110 
Excavator, The Allen-Parsons 
413 


trade, 70, 


trench, 


Exception, On being an, 381 , 
Exe >mption from key industry duty, 315 
Exhibition, A schoolboys’, 1 
Exhibition, A Scottish wireless, 193 
Exhibition at 
Electrical, 605, 
— at ‘Milford Haven, Electrical, 
7 


Exhibition, Belgian Radio, 354 

Exhibition, Bradford Engineering, 878 

Exhibition, Electricity at the Smoke 
Abatement, 

Exhibition, Engineering and Shipbuild- 
ing, 394, 453, 503, 541 

Exhibition in Buenos Aires, The Brit- 

4 


textile, 765 


An impetus to rural, by , 


° 
By % 
te 
a 
“6 


Exhibition, ‘ Model Engineer,”’ 282 

Exhibition of Inventions, 155, 611 

Paris International Wireless, 


Exhibition, Physical Society, 610 

Exhibition, Rumanian International 
Wireless, 438 

Exhibition, The A.S.E.E. and the En- 
gineering, 323 

Exhibition, The Bakers’, 482 

Exhibition, The Berlin, 751 

Exhibition, The Brighton, 682, 707 

Exhibition, The Brussels Wireless, 1095 

Exhibition, The Cardiff Engineering, 
1006 

Exhibition, The G.E.C., and the Ideal 
Home, 560 

Exhibition, The Grocers’. 525 

Exhibition, The International Aero, 172 

Exhibition, The Irish Radio, 397 

Exhibition, The Manchester Smoke 
Abatement, 756, 854 

Exhibition, The Motor Cycle, 1006 

Exhibition, The National Radio, 543, 
580, 619 

Exhibition, The National Radio, by 
E. W. Braendle, 618 


Exhibition, The New Health, 958 
— The North-East Coast, 174, 
6 


Exhibition, The Public Works, 974 
Exhibition, The Radiological, 1005 
Exhibition, The Ragiological, by 
H. W. Banner, 1127 
Exhibitions, Le cal, 21, 357, 396, 562, 684, 
855, 953 
= luncheon, The Motor Show, 


“ Exide " sound film, An, 906 

Expert witnesses, 934 

Explosion, A colliery, 1055 

Explosion, A lamp store, 20 

Explosion at Newcastle, 362 

Explosions in subways, 242 

Explosive atmospheres, Equipment pro- 
tection in, 302 

guarantee scheme, The, 


“ Exporting ’’ power from Switzerland, 
1150 


Exports, The world’s electrical, 515 
Express locomotives on the Paris-Lyons 
and Mediterranean Railway, 911 
—— of the Hudson Avenue station, 


Extensions at Ilford, 76 

Extra High Pressure Conference at 
Paris, by R. Borlase Matthews, 16, 
65, 107, 142 


and Workshops Report, 


Factories, Safety work in, 262 
Factory accommodation, Demand for, 
1094 


Factory for small switchgear. A, 591 
aa lighting, Aluminium paint and, 


92 

Factory lighting campaign, The, 152 

Factory, Proposed new electrical, 997 

Fair, The Leipzig Autumn, 194 

Fancy dress, A Mazda,’’ 682 

Fans, B.S.S. for ceiling-type electric, 
284 

Faraday electromagnetic centenary, 282 

Faraday House Old Students’ Asso- 
ciation, 531, 766 

Far Eastern electrical trade, 871 

Farm electrification, Results of, 182 

Farm exhibit, An electric, 243 

Farm tractor prints newspaper, 364 

Farming, Electricity as applied to, by 
M. I. Williams-Ellis, 55 

the United States, Electrified, 


J 

Fatalities, 28, 76, 283, 446, 490, 610, 766, 
819, 911, 959, 1151 

three-phase systems, Earth, 

G. Carrothers, 309 

of British Industries busi- 
ness barometer, The, 81 

Federation of British Industries and the 
pe of Wall Street panic, The, 
90% 

Federation of British Industries forecast, 
A, 235 

Feeder protection, 1151 

Feeder protection, by G. R. M. Garratt, 
994 


Feeder protection, Ratio balance, 375 

Ferries, Electrically-driven train, 363 

Fifty electrical years, 842 

Film, An “ Exide ” sound, 906 

Film apparatus, “ Talkie,’’ 1103 

Finance and Industry, The Committee 
on, 949 

Financing hire-purchase systems, 557 

Finnish electrical imports, 711 

Fire-alarm installation, 333 

Fire disaster, Smethwick, 1056 

Fire, Embankment, 29 

Fires, 204, 525 

Fires, Electric, 630 

Fires for the home, Electric, 655 

Fittings, Electric lighting, 666 

Five years’ experience in an all-electric 
house, by Professor S. Parker Smith, 
633 

Fixing Fultograph pictures, 296 

Flats, Electricity in residential, by E. H. 
Turle, 343 

Flats on steel slip rings, 645 

Flaxman telephone exchange, 596 

Fleet, New showrooms at, 758 

Flexible cord standard in U.S.A., New, 
612 

Floodlighting a war memorial, 522 

Flower show, Electricity at a, 484 

Flue gases, The treatment of, 981 

Food preparation, Electricity in, 182 

Forces in a motor-convertor, The syn- 
chronising, by T. S. Androw, 223 

Ford orders a large generating set, 819 
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Foreign electrical trade, Our, 125, 276, 
329, 497, 681, 727, 919, 1086, 1094, 
1155 

Foreign issues in the United States, 357 

Foreign trade, The Government and, 
196. 590 

Foreign trade inquiries, 36 

Foshay Tower, The, 29 

Foundry handling methods, 102 

Fountain at Bournemouth, An_ illu- 
minated, 1046 

France, Car battery standardisation in, 
ul4 


France, Domestic electricity supply in, 
934 

France, Electric vehicles in, 1103 

France, Electrical developments in, 332 

France, Railway electrification in, by 
H. Parodi, 424 

France, Skilled labour in, 699 

France, The electrical industry in, 466 

France, The I.E.E. in, by R. Borlase 
Matthews. 13 

Franco-Dutch lamp agreement, 709 

Franco-German co-operation, 236 

French companies, New, 193, 236, 274, 
318, 354, 396, 565, 603, 710, 951, 
1095 


French electric ploughing trials, by R. 
Borlase Matthews, 805 

French electrical co-oper: ation, 235 

French foreign electrical trade, 437 

French interconnected system, A, by 
L. A. E. Sekutowicez and A. Evain, 
1118 

French radio trade, 110 

French television association, A, 290 

Frequency control, 

Fruit and flower cultivators, German 
power stations as, 531 

Fruiterers’ window, Lighting a, 1142 

Fuel consumption returns, 688 

Fuel, Electricity and, by Sir D. Mitne- 
Watson, 834 

Fuel, Physics in relation to the uti- 
lisation of, by G. H. Lander, 1138 

Fuel Research Report, 819 

Fulham's new municipal showrooms. 


519 
" Fultograph ” pictures, Fixing, 296 
“ Fultograph "’ service in Australia, 324 
Furnace, Electric drive for copper-refin- 
ing, 
Furnaces, Brass annealing, 1150 
Furnaces, Electric, 202 
Furnaces, Electric bronze, 983 
Furnaces, Industrial electric, 674, 773 
Furnaces, Open-door losses of el ctric, 
1148 
Fused arcing horns and grading rings, 


Fuses, The blowing of, 877 


G ARAGE lighting, 284 


Gardening, Electricity By market, 1115 

Gas, Electricity and, 

General Electric dis- 
play, A, 950 

General Electric Co. and he Ideal 
Home Exhibition, The, 560, 711 

General El-ctric Co. in 1929, The, 1141 

General Electric Co.’s Cardiff Branch, 
Extension of the, 521 

General Electric Co. electrical units, 
Demonstrating, 317 

General Electric Co. lamp price indi- 
cator, New, 560 

—, Electric Co. radio campaign, 

General Electric Co.’s works in Aus- 
tralia, New, 1047 

General Electric meeting, The, 50 

General Electric, The German <A.E.G. 
and the American, 236 

General strike, An echo of the, 1049, 
1094 


Generating plant, Silent, 913 
Generation, Electricity, 734 
Generation of electricity in 1928-29, 698 
Generator, ‘double-deck " com- 
pound, 26 
Generators, Modern steam, 1021 
George Montefiore Foundation, The, 821 
German A.E.G. and the American 
G.E., The, 236 
German aluminium import duty, 603 
German-American lamp agreement, 70 
German cable combine, 1047 
German cable exports, 709 
rman cable industry, The, 560 
German companies, New, 949 
German electrical exports, 356 
German electrical exports to Russia, 713 
oo electrical imports and exports, 
2 
German electrical industry, The, 110 
a electrical leaders’ dispute, 742, 
German electricity supply profits, 949 
German engineering industry, Wages in 
the, 156 
German exports of wireless apparatus, 
‘ 


German foreign electrical trade, 856 

German glow lamp exports, 274 

a industry, American capital in, 
dae 

German insulated tube syndicate, Pro- 
posed, 855 

German insulated wire industry, The, 


German power stations as fruit and 
flower cultivators, 531 
German radio industry, The, 437 
German tube syndicate, Proposed, 484 
Germany, esearch in, 68 
Germany, Canal haulage in, 396 
Germany, Industrial conditions in, 728 
Germany, Russian orders for, 484 
Germany, Television in, 41 
Gifts, Electrical Christmas, 756 
Glareless lamps, 603 


Glasgow Corporation and research. 274 
Glassware, B.S.S. for illumination, 29 
Glassware, New lighting, 275 

Glow lamp cartel, The European, 946 
Glow lamp exports, German, 274 
production, Non-syndicate, 


Government and foreign trade, The, 
96, 590 
Government's development schemes, 
The. 110 
Cones rings, Fused arcing horns and, 
3 


Great oot radio exports, 236, 437, 
55, 

Great hedien Peninsula Railway, The, 
886, 890, 991, 1057 

Great Yarmouth showroom, New, 152 

Greek lamp factory, Proposed, 1141 

Grid, Collieries and the, 1092 

Grid, Supply engineers and the, 589 

Grid system in London, The 66-kV, 611 

Grid, The British 132-kV, by J. R. 
Beard, 584, 

Grid, The operation of the, 550 

Grid, The Scottish, 292 

“ Grid ”’ transformer, A 132- kV, 117 

Grocers’ Exhibition, The, 525 

Gyro compass invention awards, 571 


Fair, The, 754 


Hammersmith electrical engineer's 
salary, The, 


Hams ae power station, The, 790, 793, 
879 


Harpoon, An electrical whaling, 282 . 

Heat expenditure lines, by W. D. 
Wylde, 270 

Heat pump, The, by T. G. N. Haldane, 
1161 


Heating apparatus, Swiss market for, 
316 


Heating oom, Elements for elec- 
tric, 1 

Heating by radiation, Electrical, by 
C. W. Speirs, 139 

inion, Industrial electric, by E. P. 
Barfield, 671 

Heating installation, An electric, 844 

Heating, Large-scale thermal-storage, 


Heating, Low-temperature, 1079, 1125 

Heating orchid houses, 283 

Heavy electrical engineering develop- 
ments, 630 

Heavy electrical engineering, Recent 
developments in, by F. Walker, 641 

Helps, Small motors as household, by 
A. H. Avery, 189 

Helvellyn, Lead mining in, 1157 

Henley’s Dramatic Club, 1049 

Henley’s meeting, 98 

Hereford undertaking, Transfer of, 162 

Highfield Shield competition, a 7 

High-pressure station, A, by C. H. S. 
Tupholme, 480 

High-pressure station reliability, 762 

High-voltage laboratory, 11 

High voltage, economies 
of, by Major A. M. Taylor, 429 

Hire-purchase, Electrical, 193 

instalments, Recovery of, 


Hire- parchans, Some aspects of, 49 

Hire- purchase systems, *inancing, 557 

“His Master’s Voice’ radio-gramo- 
phones, 689 

Holidays, Payment for, 15 

Holiday terms, London contractors’, 234 

Holland, Domestic appliances in, 1063 

Holland, Electricity in, 257 

Holland, Electricity in, by J. H. 
Mortimer, 307 

Holland, English turbo-generators for, 
1000 


Holland, Lamp competition in, 855 
Holland, Rural electrification in, 95 
Holland, The re of electricity in, 
by Mrs. E. J. Van Waveren, 151; 
by Mrs. B. Muller Loftus, 212 
Holland, ‘‘ Venner ” time switches in, 


Hollow conductors for 154kV_ trans- 
mission line, 402 

Home, Electric dires for the, 655 

Home, Electricity for the, 422, 509, 550 

Home market, Our, 181 

Horse show display, 20 

Horticulture, Electricity in Swedish, 607 

Hospital electricity supply, 276 

Hotel, Electric radiators in a, 

Hot-water supply, The domestic, 261 

House, An all-electric country, 992 

House, Five years’ experience in an all- 
electric, by Prof. S. Parker Smith, 


House, My electric, by R. H. Rawll, 269 

Houseboat, The Magicoal,”” 67 

Household helps, Small motors as, by 
A. H. Avery, 189 

Houses at Croydon, All-electric, 68 

Hudson Avenue station, Extension of 
the, 428 

Hungary, The electrical trade of, 412 

Hydraulic power accumulation, by A. 
Page, 1131 

Hydro-electric development, A_ large, 
1104 


Hydro-electric plant, A Chilean, 282 

Hydro-Electric Power Commission of 
Ontario, The, 210 

Hydroelectric progress in Sweden, 27 

Hydro-electric schemes, Small, by M. I. 
Williams-Ellis, 700 

Hydro-electric station, A Norwegian, 


te undertaking, A Swedish, 


Hydro-electricity in Morocco, by W. G. 
Cass, 229 
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Hydro-electrics in Madras, by J. T. 
Fernandez, 128 

Hydrogen-ventilated synchronous  con- 
densers, 190 


— Home Exhibition competition, 


Ideal - Exhibition, The G.E.C. and 
the, 560, 711 

Ilford, Ext-nsions at, 76 

Illuminating Engineers’ Society, 570 

Illumination at Niagara, Special, 403 

Illumination, Decorative, by Beatrice 
Irwin, 511 

Illumination design course, 485, 603, 
758, % 

Illumination, Electrical, by W. J. Jones, 
639 


Illumination glassware, B.S.S. for, 29 
Illumination in industry, Intermittent, 


18 
Illumination of newspaper contents bills, 
49 


Illumination, Progress in, 699, 780 

Illuminations at Blackpool, Autumn, 
568, 813 

Indian, Callender’s cables in, 194 

Imperial warned The next, 904 

Impetus to rural electrification, An, by 
Theodore Stevens, 649, 747 

Improving the load factor, by A. W. 
Lynn, 

Incorporated Municipal Electrical Asso- 
cintion, The, 1055 

Incorporated Municipal Electrical Asso- 
ciation’s report, The, 612 

India, Callender’s cables in, 194 

India, Overhead lines in, 

India, Trade with, 1126 

Indian companies, New, 234, 318, 1000 

Indian electrical imports, 193, 209, 561 

Indian electrical notes, 168, 617, 729 

Indian Government's purchasing policy, 
1142 

Indian lamp production, 810 

Indian market, The, 

Industrial Co- partnership Association, 
The, 998 

Industrial costs, 525 

Industrial electric furnaces, 674, 773 

Industrial electric heating, by E. P. 
Barfield, 671 

Industrial and power relation- 
ship, 115 

Industrial The, 

Industrial welfare conference, 357 

Industrial Welfare Society, 912 

Industry, Big men for big, 1077 

Industry, Intermittent illumination in, 


999 


Industry, Progress of electrical, by Lt.- 
Col. W. A. Vignoles, 635 

Industry, Standardisation in, by I. S. 

Industry, The rationalisation of, 610 

Industry, The rationalisation of, by 
A. P. Young, 828 

Influence on electricity, Women's, by 
Caroline Haslett, 638 

In hoc salus, 98 

Inland telegraphs, The, by T. E. Her- 
bert, 92: 

Inquest, 323 

Inquiries, Foreign trade, 36 

Inquiry at Barnes, 911 

Inquiry at Doune, Overhead lines, 1006 

Inquiry at Eastbourne, Overhead lines, 
491 

Inquiry at Southend-on-Sea, 911 

Installation, A mill-driving, 291 

Installation, An unusual lighting, 191 

Installation, Notes on electric motor, 

Installation work for women, by Mar- 
garet M. Partridge, 679 

Institution cooking equipment, 402 
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Faraday Society, The, 532 
Institute of Metals, 268, 492, 572 
Institute of Transport, 118, 532 
Institution of Electrical Engineers, 29, 
77, 532, 572, 612, 767, 821, 865, 
1006, 1058, 1104 
Irish Centre, 1058 
Mersey Centre, 1007 
Meter and Instrument Section, 30, 
767 


New Sub-Centre, 30 
North-Eastern Students’ Section, 821 
North-Midland Centre, 29 
Scottish Centre, 767, 865 
South-Midland Centre, 1006 
(Swansea) Sub-Centre, 


Wireless Section, 767 
Institution of Engineers and Ship- 
builders, 492 
Institution of Railway Signal Engi- 
neers, 612 
Junior Institution of Engineers, 532 


Institution of Electrical Engineers, 


Activities of the, 325, 364, 402, 
1151 


Institution of Electrical Engineers in 
France, The, by R. _ Borlase 
Matthews, 13 

Institution of Electrical Engineers’ model 
contract conditions, 21 

Institution of Electrical Engineers 
North-Western Centre dinner, 959 

Institution of Electrical Engineers’ por- 
traits, The, 843 

Institution of Electrical Engineers’ regu- 
lations for ships, 465 

Institution of Mechanical Engineers, 
The, 85 

Insulated tube syndicate, Proposed Ger- 
man, 855 

—— wire industry, The German, 


Insulation manufacturers’ agreement, 
American, 525 
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Insurance of pute, The, by B. Bar- 
ham, 

Interconne <ted system, A French, by 
L. A. E. Sekutowicz and A. Evain, 


Inter-imperial electrical contract, An, 
711 


Intermittent illumination in industry, 18 

International Aero Exhibition, The, 172 

International Combustion Engineering 
Corporation, 1140 

International Electrotechnical Commis- 
sion, The, 75, 127, 819 

International Fair at Prague, The, 315 

International Illumination Congrwss, 
1057 


Lighthouse Conference, 
129, 138, 169, 215 

rn relationship of minerals, 

The, by Sir Thomas Holland, 313 

International turbine conferences, 127 

Invention, An Irish, 213 

Invention, by A. Page, 230 

Inventions, Exhibition of, 155, 611 

Electrical developments at, 


Ireland, Domestic electrical instruction 

in, 531 

Ireland, Wavyleaves in, 1151 

Irish Free State electrical imports, 110, 

3, 318, 483, 682, 711, 856, 1097 

Irish Free State, The ac quisition of elec- 
tricity undertakings in the, 764 

Irish invention, An, 213 

Irish Radio Exhibition, The, 397 

Irradiation, Milk, 202 

_ Man, Electricity supply in the, 


Is the trade sample system worth 
while ? 2 

Italian companies, New, 318, 354, 601, 
812, 950, 1141 

Italian Electrical Congress, 324 

an foreign electrical trade, 577 

an lamp imports, 484 

Italian lam ——— 318, 603 

Italian trade and industry, 126 


J APAN, Electric locomotives in, 689 


Japanese Customs regulations, 755 

Japanese electrical exports, 997 

Japanese electrical industry, The, 437 

Japanese machinery import schemes, 
904 


Java, Electricity supply in, 290 

Jewels, Electricity meter, 595 

Journal bearing practice, 1070 

Jubilee, An electrical company's, 437 

Jubilee, Telephone exchange, 421 

Jugo- Slavian electrical imports, 235, 
375, 682 

Junior Institution of Engineers, 914 


JK ENNEDY Memorial, The, 765 


Kent gas and electricity schemes, 92 
Key industry duty, Exemption from, 
315 


alo 

Kinema lighting, 1070 

Kinema lighting scheme, A, 1114 

Kingston-on-Thames, Electrical 
hibition, 605, 714 

Klingenberg ower station, Berlin, 
Emissions from, 445 


High-voltage, 1130 


Laboratory in Belgium, Electrical test- 
ing, 68% 

Laboratory in Belgium, H.P., 819 

Labour Exchanges and unemployment, 
by H. C. Parsons, 

Labour in France, Skilled, 699 

Labour, Rationalisation and, by H. C. 
Parsons, 775 

Lamp agreement, Franco-Dutch, 709 

Lamp agreement, German-American, 70 

Lamp campaign, The ‘ Ediswan,’’ 563 

Lamp competition in Holland, 855 

Lamp exports, German glow, 274 

Lamp manufacturing developments, 
Continental, 356 

Lamp price indicator, New G.E.C., 560 

Lamp production, Indian, 810 

Lamp production, Non-syndicate glow, 
317 


Lamp record, A Siemens, 483 
Lamps, Advertising Ediswan automobile, 
94 


Lamps, Glareless, 603 

Lamps in New Zealand, ‘t Osram,” 353 
Lamps, Miners’ safety, 563 

Report on miners’ electric cap, 


Leng, Sturdy electric, 710 

Lancashire-Crypto extensions at Willes- 
den, 602 

Large-scale thermal-storage heating, 466 

Laying-on domestic wireless, by 
G. E. Moore, 385 

Lead mining in Helvellyn, 1157 

Lectures on lighting, 812 

Lectures on synthetic resins, 1104 

Lectures, Radio, 907 

Leicester accepts a Swiss tender, 565 

Leicester window-lighting demonstra- 
tion, A, 


Legal— 

Berg v. Electrolux, Ltd., and E. D. A. 
Herbert, 738 

Birmingham District Power and 
Traction Co., Ltd., 1122 

Breaches of electricity regulations, 720 

British Quain Sunlight, Ltd. v. 
Davies, 109 

British Thomson-Houston Coolidge 
tube patent, 
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British Thomson-Houston Co. litiga- 
tion, 109 

Chesterfield Corporation dismissed, 
Case against, 624 

Companies Act prosecution, 446 

Compensation claim, 1023 

Compensation a follows fatal 
shock, 928, 976 

Construction Me a supply agreement, 

837 

and his meter, A, 532 

County of London Electric Supply 
Co., Ltd., summoned, 446 

Derbyshire & Notts. Power Co. sum- 
moned, 507, 532 

Dorman, Long & Co., Ltd., fined, 755 

_ Edison Accumulators, Ltd., v. Edison 
saree» Bateries, Ltd., 28, 161, 


Edison Accumulators, Ltd., v. New 
Distributors of Edison Storage 
Batteries, Ltd., 

Electramonic Co., Lae 738 

Electric hare dispute, An, 837 

Electrical dealer fined, An, 975 

Failure to earth efficiently, 299 

False pretences charge, 976 

Farnworth v. Manchester Corporation, 
94, 118, 201, 

Fellows Manufacturing Co., Ltd., 1074 

Fraudulent consumption of electricity, 
1074 


Fraudulent consumption of electricity, 
Alleged, 1122 

General Electric Co., Ltd., and Mar- 
Agreement between the, 


General Electric Co., Ltd. v. H. B. 
Atkinson, 45 

Gibson and Another v. Hull Corpora- 
tion, 11 

Glasgow Electricity Department's ac- 
counts, 45, 1 

Holswortthy Gas & Electric Supply 

Ltd., 259, 339 

Ideal Co., Ltd., 1074 

Lamps ordered by 928 

Lektophone » S. G. 
Brown, Ltd., 108 

Manchester Private Telephone & Elec- 
tric Co., 

Merchandise Marks Act summons, 


Mullard Radio Valve Co., Ltd., ». 
London Radio Co., 738 

Ogilvy v. Dundee Corporation, 1166 

Oxford Corporation v. Oxford Electric 
Co., Ltd., 755, 976, 1121 

Partnership claim, A, 1023 

Sequel to an electrical fatality, 379 

Shropshire, Worcestershire & Stafford- 
shire Electric Power Co. dis- 
missed, Case against the, 624 

Spurious * Osram lamps, 45, 404, 
307 


Stocker v. G. Thomas (Dover), 975 
Supply company’s action fails, 976 
Telephone disconnection claim, 339 
Telephones & Accessories, Ltd., 94 
Theft of copper wire and cable, 928 
Theft of electricity, 45, 94 

Triotone, 

Valve-holder patent dispute, 882, 975 
Valve patent action abandoned, 259° 
Western Electric patents, Extension 


of, 837 
Willesden U.D.C. v. Whittaker Ellis, 
td., 928 


Workmen's compensation, 299 


Leicester Textile Exhibition, 765 

Leipzig Autumn Fair, The, 194 

Leipzig Fair Directory, The, 274 

Leon Gaster Memorial Fund, The, 72 

Levelling errors in sub-station instru- 
ments, 896 

Libraries and Information Bureaux Con- 
ference, 445 

Liége International Exhibition, 1930, 485 

Life of mercury-rectifier bulbs, The, 689 

Lifeboat telephones, 767 

Lifeboat wircless-telephony, 1102 

Lift, A large electric, 293 

Lighthouse appeals for ‘ Bart's", A, 
1055 


Lighthouse Conference, The Interna- 
tional, 129, 138, 169, 215 

Lighthouse, Radio, 491 

Lighting accessories, 1055 

Lighting a fruiterers’ window, 1142 
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Aberdeen, 398, 525, 760 

Abergavenny, 439 

Accrington, 157, 318, 760, 907, 1050 

Aldershot, 760, 1050 

Algeria, 907 

Andorra, 486, 859 

Antrim, 358, 567 

Arapuni, 71 

Argentina, 157, 815, 1000, 1050 

Armenia, 

Arundel, 1098 

Ashford (Kent), 112, 277, 357, 954, 1000 

Australia, 70, 112, 237, 319, 815, 859, 
1145 


Austria, 859 

Aylesbury, 237, 954 

Ayrshire, 685, 714 

Ballymena, Co. Antrim, 278, 441 

Bangor (Carnarvon), 2 

Bangor (Co. Down), 

Barking, 22, 70, ez. or, 605, 815, 
1000 


Barming, 277 

Barnes, 685 

Barnoldswick, 439, 525 
Barnsley, 112, 319, 714 
Barnstaple, 277, 605, 1050 
Barrow, 70, 277, 685, 1050, 1098 
Basingstoke, 815 
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Bath, 239, 277, 815, 1000 

Batley, 85: 

Battersea, 157, 526, 761, 1001 

Beckenham, 70 

Bedford, 197, 277, 525, 566, 859, 1145 

Belfast, 72 

Belgian Congo, 71, 526 

Belgium, 566, 1050 

Bentham, 113 

Berkhamste d, 277 

Bermondsey, 440, 526, 606 

Betchworth and Brockham, 1098 

Beghill, 22, 157, 319, 954 

Bicester, 714 

Biggar (Lanarkshire), 954 

Birkenhead, 71, 197, 237, 439, 605, 1050 

Birmingham, 71, 112, 197, 760, 1000 

Birtley, 397, 907 

Blackburn, 319, 1050 

Blackpool, 397, 605, 1050 

Bognor, 1001 

Bolivia, 277, 954 

Bolton, 277, 397, 439, 760, 954, 1050 

Bootle, 22, 197 

Boston, “605 

Bournemouth, 685 

Box, 907 

Bradford, 112, 157, 486, 714, 1001 

Brandon, 314 

Brechin and Montrose, 113 

Bredbury and Romiley, 441 

Bridlington, 357 

Brightlingsea, 72 

Brighton, 157, 197, 238, 566, 685, 1098 

Bristol, 71, 714, 1050 

Bromley, 157 

Buckie, 605 

Buckland, 907 

Buenos Aires, 157 

Builth Wells, 954 

Burnham-on-Crouch, 71 

Burnley, 357, 439, 815, 907, 1001, 
1098, 1145 

Burton-on- ae, 486, 714 

Bury, 197, 

Bury St. Edmunds, 486, 1145 

Buxton, 685, 

Caernarvon, 526, 907 

Caistor, 357 

Canada, 22, 113, 197, 319, 439, 486, 
526, 714, 760, 859, 907, 954, 1001, 
1050 


Calcutta, 954 

Cannock, 357, 486 

Canterbury, 157 

Cape Town, 567 

Cardiff, 157 

Carlisle, 113, 157, 319, 486, 815, 1002, 
1145 


Cavan, 

Ceylon, 440 

Chapel-en-le-Frith, 71, 605 

Charleville, 278 

Chelmsford, 22, 238, 815 

Cheltenham, 22 

Chester, 1145 

Chesterfield, 238, 605 

Chichester, 605 

Chippenham, 71 

Clitheroe, 397 

Christchurch, N.Z., 715 

Colchester, 22, 113, 277, 1098 

Colne, 566 

Cork, 358 

Corsica, 526 

Cottingham, 1145 

Coventry, 238, 566, 1001 

Crediton, 1001 

Crewe, 486 

Croydon, 197, 566, 715 

Czecho-Slovakia, 357, 760 

Dalkeith, 113 

Daresbury, 859 

Darlington, 566, 1098 

Dartford, 685, 1098 

Denmark, 486, 526 

Derby, 197 

Dewsbury, 1098 

Doncaster, 486, 605 

Dorchester, 685 

Dorking, 197 

Douglas, 157, 487, 526, 1145 

Dover, 566, 908 

Driffield, 319 

Dronfield 1145 

Droxford, 440 

Dudley, 486 

Dundalk, 954 

Dundee, 526 

Dungannon, Co. Tyrone, 526 

Dungarvan, 23, 398 

Dunoon, 1050 

Durban, 567, 859 

Ealing, 908 

Earby, 440 

Eastbourne, 71, 277, 397, 440, 605, 685, 
815, 859, 1050 

East Grinstead, 358, 1098 

East Ham, 157, 566, 760 

East Sussex, 685 

Edinburgh, 760 

Enniskillen, 06 

Epsom, 71, § 

Erith, 1050 

Eston, 158, 7. 

Exeter, 113, 908, 1001 


ar, 
‘Fairlie, 397, 


Faversham, 23 

Federated Malay States, 157 

Felpham, 859 

Fleetwood, 526 

Formby, 277 

France, 197, 277, 357, 397, 439, 486, 
526, 605, 815, 954, 1001, 1098 

Fulham, 526, 566 

Gellygaer, 198 

George Town, 487 

Germany, 319, 439, 486, 566, 1001, 
050, 1098, 1145 

Gillingham (Kent), 238, 685, 760 

Glasgow, 22, 277, 358, 440, 526, 605, 

5, 1098 


a, 


Vil 
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Gloucester, 277 

Godalming, 113 ° 

Godstone, 22 

Gower, 486 

Grantham, 113 

Gravesend, 908 

Grays, 487 

Greasby, 815 

Great Y 277, 1001 

Greece, 605, 

Greenock, 908 

Grimsby, 319, 815 

Guildford, 22, 238, 319, 566, 715, 815, 
859, 908 


Hackney, 71, 606 

Halifax, 526, 606, 1098 

Hambledon, 23 

Hammersmith, 157, 566, 954, 1145 

Hampstead, 1001, 1098 

Hampton, 486, 1098 

Hastings, 113, 239, 278, 397, 440, 685, 
98 


He i 
Hereford, 715, 954 
Herne Bay, 23, 397 
Heston and 1050 
Heywood, 1098 
Hindhead and Haslemere, 441 
Hockley Heath and Lapworth, 486 
Holbeach, 355 
Honley, 397 
Hornsey, 567, 1001, 1002 
Horsham, 520 
Hove, 700 
Hudcersfield, 
Hull, 276, 307. Meas, 859, 1050 
Hungerford, 606 
Ickleton, 486 
Iliord, 23, 760 
Ilfracombe, 1145 
Iikley 1050 
India, 238, 440, 566, 954 
Inverness, 198, 358, 440 
Ipswich, 157 
Irish Free State, 23, 198, 238, 278, 319, 
358, 398, 440, 606, 685, ‘054 
Isle of Thanet, 238, 486 
Islington, 715, 908 
Italy, 954 
Japan, 358, 526, 908, 1001 
Keighley, 760 
Kensington, 1098 
Keswick, 113 
Kettering, 398, 859 
Ketton, 440 
King’s Lynn, 1145 
Kingston-on-Thames, 23, 566 
Kirkcaldy, 113 
Kirkham, 1001 
Kuala Lumpur, 157 
Lancaster, 23, 606, 1050 
Larne (Co. Antrim), 815 
Lathom and ria 954 
Leeds, 606, 1050 
Leicester, 23, 113 
Leigh ‘Lanes, 23, 760. 1098 
Leith, 157 
Leominster, 
Letterkenny, Co. Donegal, 278, 440 
Lewisham, 761 
Leyton, 71 
Lichfield, 815 
Limerick, 198, 358, 398, 440, 685 
Lincoln, ‘566, 1051 
Lindsey, 278 
Listowel, 440 
Liverpool, 113, 278, 685, 715 
Llandilo, 1145 
Llanelly, 1051 
Lianfairfechan, 358 
Llanidloes, = 
Lochaber, 
London, 71, 113, 157, 158, 198, 238, 
, 398, 440, 486, 487, 526, 566, 
606, 715, 761, 908, 954, 955, 1001, 
1002, 1051, 1698, 1099, 1145 
Long Eaton, 815 
Long Sutton, 71 
Loughborough, 715 
Loughrea, Co. Galway, 398 
Louth, 158, 320, 715 
Lowe’ stoft, 567, 761, 998 
Luton, 440 
Luxemburg, 277 
Lynn, 398 
Lytham-St.-Annes, 238, 278 
acclesfield, 358, 859, 1051 
Madagascar, 
Maidenhead, 27 
Maidstone, 23, 398, aT, 606, 1001, 1051 
Malacca, 606 
Malaya, 606 
Manchester, 113, 238, 398, 440, 487, 
715, 761, 908, 1001, 1051, 1098 
Marsficld, 358 
Market oe 358 
Marple, 1145 
Melbourne, ing, 319, 859 
Mexico, 71, 76 
Middieton-St. George, 908 
Midhurst, 71 
Millom, 72, 238 
Mirficld, 
Montreal, 1001 
Morecambe, 526 
Motherwell, 526 
Mountain Ash, 158 
Musselburgh, 113 
Nelson, 198, 
Newcastle-on-Tyne, 
Newcastle-under-Lyme, 278, 279 
New Mill, 685 
New Mills, 567 
Newport (Mon.), 278 
Newry (Co. Down), 1002 
New South Wales, 70 
New Zealand, 71, 358, 715, 954, 1001 
Norfolk, 358 


= 
Hatton, 278 
Hawarden, 72 
Hay, 1001 
im 
4 
2 
Fie 
3 
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Northern Ireland, 239, 278, 358, 441, 
526, 567, 815, 1002 

Northiam 278 

North Wales Joint Board, 761 

Nottingham, 23 

soar 71, 198, 279, 398, 526, 685, 


Ontario, 104 
Oswestry, 306, 1051 
Oundle, 359 
Oxford, 359 
Paignton, 1145 
Paisley, 23) 
Paul, 320 
Penang, 487 
Perth, 71 279 
Perthshire, 761 
Peru, 3938 
Peterborough 526, 1099 
Peterhead, 356 
Plymouth, 441, 685, 
Poland, 71, 357, 815 
Pontefract, 1145 
Ponterwyd, 359, 1145 
Poplar, 113, 319 
Port Elisabeth, 567 
Porthcawl, 685 
Portland, 158, 279, 526, 908 
Portrush, 239 
Portsmouth, 113, 158, 487, 
1099 ‘ 


1002, 1051 


, 685, 761, 


Portugal, 439, 954 

Preston, 23, 527, 955 

Price Reductions, 23, 72, 113, 158, 239, 
279, 398, 441, 487, 685, 715, 815, 
908, 955, 1002, 1051, 1099, 1145 

1001 

awtenstall, 198 

Reigate, 113, 320, 761 

Retford 101 

Rhil, 38 


Ri ibchester, 815, 1145 


2%. 715, 1099 

Rugby, 85° 

Rumania, 71 

Ruskirg’en, 359 

Russia, 277, 397, 907 

St. Helen’s, 908 

St. Marylebone, 238, 606, 1145 

St. Pancras, 198, 487, 715, 954, 1001 

Salford, 398 

Scarborough, 567, 685, 1002 

Seaham Harbour, 198, 359 

Sevenoaks, 761, 1099 

Shannon Scheme, The, 606 

Sheffield, 72, 279, 398, 567, 

Shipley, 23, 815 

Shoreditch, 157, 486 

Shrewsbury, 52) 

Shropshire, 1099 

Sidmouth, 198 

Sittingbourne, 239, 567 

Skipton, 

Sleaford, 279 

South Africa, 567, 859 

Southampton, 320 

South-East Lancashire Ad- 
visory Board, 239, 

Southend-on-Sea, 23, 
715, 955 

Southport, 72, 441 

South Shields, 487, 815 

South-West 158 

Spain, 486, 760, 

Spalding, 761 

Special Orders, 23, 113, 158, 198, 279, 
398, 441, 487, 567, 606, 816, 908 

Springhead, 398 

Stafford, 113, 441, 1051 

Stalybridge, 606 

Stepney, 238, 955 

Stirling, 239, 955 

Stirlingshire, 908 

Stockport, 320, 606 

Stockton-on-Tees, 113 

Stoke Newington, 157, 158, 954, 1145 

Stoke-on-Trent, 23, 113, 198, 320, 398, 
716, 761, 816, 1002, 1051 

Stone (Staffs), 27: 79, 859 

Stranraer, 113, “606 

Stretford, 606 

Strood, 761 

Sunderland, 72, 685 

Sutton Coldfield, 567, 815 

Swanscombe and Stone, 441 

Swansea, 158, 398, 527, 1145 

Sweden, 22, 486, 566, 859, 954, 1001, 
1050 

Swinton, 606 

Switzerland, 22, 319, 439 

Sydney, 237, 319 

Taunton, 198, 715 

Thirsk, ‘320 

Thornton-Cleveleys, 72, 199 

Tilbury, 716, 1051 

Tiverton, 1051 


1051 


196, 398, 527, 


Tunbridge Wells, 72, 113 

Turkey, 35 

Turton, 908 

Tynemouth, 816, 1146 

Uckfield, 158 

Ulverston, 1051 

United States, 279, 320, 398, 487, 527, 
606, 716, 761, 816, 860, 955, 1146 

Upholland, 359 

Uttoxeter, 487 

Victoria, 70, 815, 1145 

Wakefield, 908, 1051 

Walsall, 113, 199, 487, 908, 1146 

Walthamstow, 2. 

Walton-on-Thames, 320, 716 

Wandsworth, 761, 954, 1145 

Wantage, 

Warrington, 567, 1099 

_ Warwickshire, 908 

Wellington, N.Z., 715 

Wellington (Somerset), 716 


Lighting, 
Lighting fittings, 
Lighting for steam 
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Welton, 320 

Welwyn Garden City, 955 

West Bromwich, 114 

West Ham, 

West Hartlepool, 114 

West Lancashire, 239, 860, 955 

West Midlands Joint Electricity 
Authority, 239 7 

West Wiltshire, 715 

Western Australia, 1099 

Wexford, 319 

Weymouth, 487, 527, 606 

Whitburn, 761 

Whitehaven, 908 

Wick, 240, 

Willesden, 199 

Wimbledon, 114, 158, 567, 1051 

Winchester, 114, 279, 607, 908 

Witham, 279 

Woodbridge, 685 

Woolwich, 198, 1145 

Worcester, 72, 955 

Worksop, 72, 114, 716 

Worthing, 685, 908 

Yarmouth, 320 

York, 23,'279, 685, 860, 1099 


Lighting and power relationship, Indus- 


trial, 1150 

Lighting and geting, by James Mac- 
Dougall, 458 

Lighting, Architectural, 831 


Lighting at a petrol station, 394 
Lighting campaign, 
Lighting, Church, 152 
Lighting, 
387 


The factory, 152 
= Daylight, ” by Flitson Jay, 


Dirt-track, 332 
Electric, 666 
locomotives, Elec- 


tric, 242 


Lighting, Garage, 284 
Lighting 
Lighting installation, 
Lighting, Kinema, 1070, 1114 
Lighting, Lectures on, 812 

Lighting, 
Lighting on 


New, 275 


glassware, 
An unusual, 191 


Modern street, 765 
small tugs, Electric, by 
F. Beach, 1032 


Lighting plant, Award for small, 810 
Lighting, Savoy Hotel and Theatre, 1151 


The 1929-30, 342, 372, 
414, 712 


Lighting, Thames Embankment, 76 
Lightning and 


transmission lines, by 


Cc. Danere, 518 


Lightning in the United States, Damage 
3 


to electrical systems by, 


Lightning, Protection against, 1102 
“*Light’s Golden Jubilee,’ 720 


Lines, 


Heat 


expenditure, by W. D. 
Wylde, 271 


Liquidations— 


906, 952 


Accumulators of Woking, 
J South 


E.G. Electrical Co. of 
Africa, 236 
Albany Engineering Co., 275 
Artandia, 857 
Bailey & Incledon, 857 
Bayliss, March & Newey, 355, 438 
Birchington & Westgate Electric 
Light Co., 153 
Bishop's —_ Electric Light & Power 


Bradninch  & District Electric Supply 
195 

British Accumulator Co., 523 
British Broadcasting Co., 857 

British Electric & General Insulators, 


British 


Electric Vehicles, 195 
British Reproduction Co., 


814, 
Britith Co., 316 
— Power & Light Corporation, 
19% 


British Sousedik Electric Motors, 857 

British Union Lamp Works, 564 

Brunswick Engineering Co., 275 

Burglass & Jamieson, 906 

Charter Electric Supplies, 69 

Cheddar Electric Supply Co., 111 

Chirk Electricity Supply Co., 195, 236 

Chubb & Colmer, 355 

Clayton Wagons, 857 

Clyno Engineering Co., 395 

Community Radio, 21, 195 

‘Comparri Wireless Control Syndicate, 
395 


Consolidated Electrical Co., 814 

County Electrical & Wireless Stores, 
111, 52% 

Decorative Lighting, 153, 195, 236 

Dionoid Batttery Co., 1048 

Earlsdon Radio Supplies, 21, 111, 195 

Electramonic Co., 523 

Electric Factors (Blackpool), 2 275, 759 


Electric Production Co., 7 

& Maintenance 
Co. 

name "Sunlight & Bergoni Co., 
395 

Electricity Supply Co., 355 

Electromotors, 906 

Erith Electrical Contractors. 683 

Fellows Manufacturing Co., 1000 

Franklin Ebonite Co., 523 

Fuller’s United > mag Works, 857 

Gottlieb, J. L., & Co., 195, 275 


Gwynnes, 111 

Handley & Robinson, 195, 236 

Haslam, G., & Co., 1000 

Lamp Co., 69, 111, 

Hightensite & Ebonite Manufacturing 
Co., 111, 153 

Hodges, Cecil, & Co., 1048 

Hungerford & District Electricity Sup- 
ply Co., 759 

Ideat Wireless Co., 1000 

Ingham Electrical Co., 275, 354 


Load 


Local exhibitions, 21, 357, 396, 


Locomotives on the 


London contractors’ 
London 


London Subway 
London, The 66-kV grid system in, 611 
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Liquidations—cont. 


J. 195 


Tramway Co., 

Knivetown Electric Wire Co., 523 

Luminad, 395 

Manchester Magneto, 952 

Manchester Private Telephone & Elec- 
tric Lighting Co., 683, 1048 

Mawlite Electric Lamp Co., 683, 712 

Mohawk Radio, 355 

National Wircless 

Neutron, 21 

Newcastle Electrical & Motor Acces- 
sories, 316, 355, 4 

New Standard Wireless Valve Co., 316 

Nigerian Power & Tin Fields, 1148 

Norton Wireless Co., 69 

Oco Electrical Appliances, 483 

Page Electrical Equipments, 355, 1048 

Perring-Thoms Wireless Syndicate, 21, 

, 483 

Pondac, 195 

Power Development Co., 683 

Radio Electric Co. (Bournemouth), 69 

Radio Investigations, 153 

Radio Maintenance, 1000 

Reflex Radio Co., ‘69 

Reproduction, 814 

Rhayader Electric Light 
Co., 523 

Robinson & Hands Electrical Co., 1048 

Saunders Electrical Co., 111 

Seager, A. H., 

Sharratt Electrical Co., 355 

South American Light & Power Co., 
21 


Electric 


Corporation, 564 


& Power 


Southend Radio & Gramophone Co., 
153, 235, 906 

Southern Counties Electric Light and 
Power Supply, 759 

Standard Platinum Contacts, 814, 1143 

Stevens & Cole, 153, 483, 712 

Super Electric He: aters, 1096 

Tabbush, Joseph, & Co., 354 

Technological Institute of Great Brit- 
ain, 195 

Universal & General Radio Co., 814, 
906 

White, W. L., 195 

Winscombe Light 
Co., 

Wireless Saks Syndicate, 316, 857 

Zone Wireless Co., 69, 195, 354 


& Power 


Lister’s works extensions, 525 
Liverpool's contribution to research, 234 
Ljungstrém turbines, 571 

Load factor, 


Improving the, by A. W. 
Lynn, 850 
factor of distribution losses, 
The, 2 

522, 562, 


684, 855, 


Local society, 689 
Locomotives, 
249 


Electric lighting for steam, 


Locomotives in Japan, Electric, 689 
Locomotive’s non-stop run, Diesel-Elec- 


tric, 

Paris-Lyons and 
Mediterranean Railway, Express, 911 
holiday terms, 234 
Council Tramways’ 


County 
The, 126 


annual report, 


London Power Co.’s control system at 


Ergon House, 1110 


London Power Co.’s frequency control 


installation, Some notes on the, 920 
Conference, 1057 


London traffic co-ordination, 983 


London tramear, A new, 873 
London transport, 


The co-ordination of, 
66, 194 
Long-distance 

Engelhardt and H. 
144, 186, 226 
Losses, The load factor 

bution, 
Lots Road mishap, 1056 
Low-temperature coal carbonisation, 933, 
968 


Low-temperature heating, 1079, 1125 

Lubricating commutator brushes, 463 

Lubrication in automatic sub-stations, 
Bearing, 444 

Machinery, Noise emitted by, by B. A. 
G. Churcher and A. J. King, 876 


telephone cables, by A. 
Cobden Turner, 


of distri- 


Maclaurin plant at Dalmarnock Gas 
Works, Glasgow, Test on the, 373 
Madras, Hydro-electrics in, by J. T. 


Fernandez, 128 
“* Magicoal ’’ houseboat, The, 67 
Magnus Volk’s railway, 342 
electricity undertaking, The, 


Malaya, Men wanted in, 234 

Malayan electrical imports, 155 

Manchester Electrical Engineers’ 
dances, 767, 1102 

Manchester Electro-Harmonic Society, 
571, 767 

ster showrooms, Reconstructed, 

ester Smoke Abatement Exhibi- 
tion, The, 756, 854 

Manufactory, A cake and biscuit, 1080 

Marconi radio royz alties, The, 22, 196 

Marine oil engines, 

Maritime wireless operators, 
ing of, 491 

Market gardening, Electricity in, 1115 

Market, Our home, 

Marketing a new product, 331 

Marking of imported vacuum cleaners, 
The, 602 


The train- 


Marks ‘Acts, Merchandise, by W. E. 
Jackson, 827, 852 

Marryat’s appeal for the Benevolent 
Fund, Mr., 698, 863 


Mascarini a.c. boiler, The, 175 


January 3, 1930. 


‘* Mazda ” fancy dress, A, 682 

Measurement, Super-voltage, 967 

Meeting, A shipbuilders’ joint, 88 

Meeting of creditors, 276 

Memorial, The Kennedy, 765 

Men for big industry, Big, 1077 

Merchandise Marks Acts, by W. E. 
Jackson, 827, 852 

Merchandise Marks inquiries, 318, 357, 
950, 

Mercury-are 
Boveri, 855 

Mercury- aueiiiew bulbs, The life of, 689 

Mercury-vapour rectifiers, The ‘* safe- 
guarding ”’ of, 68 

Merger, A new, 276 

“‘ Merger ” building, The new, 67 

Merger, Large American electrical, 152 

Merger, Large engineering, 682 

Mergers mean cheap ele ctricity? Do, 
510 


rectifiers, Peebles-Brown, 


Mergers, Mr. Matthew Sloan on, 522 

Merton and fire-alarm installa- 
tion, The, 3 

Metal, A new, 364 

Metal arc-welding tests, 688 

Metal rectifiers, Westinghouse, 712 

Metal Trades Benevolent Society, 857 

Meter, A novel electricity, 830 

Meter approved, 524 

Meter jewels, Electricity, _ 

Meters, Electricity, by E. V Hill, 1117 

Metrovick ’’ apprentices’ 1097 

Metrovick power plant contracts, 
25 

“ Metrovick 


premises in Newcastle, 
951 


New, 155, 
Me trovick ‘small standard power 
houses, 334 
Mica Bill, The Bihar, 525 


Microphone development, 528 

Midland Electrical Engineers’ 

+ Mihaly television, 26 

Milford Haven, Electrical exhibition at, 
397 

Milk irradiation, 202 

Mill-driving installation, A, 291 

Minerals, The international relationship 
of, by Sir Thomas Holland, 313 

Miners’ electric cap lamps, Report on, 
171 


Ball, 959 


Miners’ safety lamps, 563 


Mines, Electrical accidents in, 1126, 
1159 

Mines, Electricity in, 333, 911 

Mines, Electricity in Empire coal, 1138 


Mines, Reports of Inspectors of, 688 

Mining apparatus in service, 864 

Mining Electrical Engineers, 

Mining Electrical Engineers’ dinner, 

56 

Mining Engineers’ ‘ Trans- 
actions,” 100: 

Mining, Electricity in tin, 111 

Mining in Helvellyn, Lead, 1157 

Mission, The South American, 193, 356, 
437, 525, 605, 681 


“ Modet Engineer ” exhibition, The, 
282, 
Modern tramcar, The, by G. H. 


Fletcher, 90 
Moroccan supply company, New, 69 
Morocco, Hydro-electricity in, by W. G. 
Cass, 229 
Motor-car show, The Paris, 611 se 
Metor-converter, The synchronising 
forces in a, by T. S. Andrew, 22% 
Motor Cycle Exhibition, The, 1006 
Motor installation, Notes on electric, 
39 


32 
Motor Show ‘“ Exide ”’ luncheon, The, 


Motor vehicles, Electrical standards for, 
29 


Motors as household helps. Small, by 
A. H. Avery, 189 

Motors, Notes on single-phase, by G. 
Windred, 516 

Motors, Notes on the choice of a.c., by 
A. G. Powell, 345 

Motors, Synchronous, by H. M. Sayers, 
391 


Mountain railway service, 256 P 

Mount Pleasant, Electric vans at, 531 

eeies showrooms, New, 67, 276, 
560, 711, 996, 1141 

Proposed new, 


Menizipal showrooms, 


11 
supply developments, Two, 
921 
Municipal trading at Nottingham, 951 
Municipal trading at Sydney, 855, 1049 
Association, 501, 
Municipalities and a 
chase, 68 
Municipalities and transport 


rican pur- 


services, 
Ss 


The relation of, by Bailie P. 
Dollan, 539 
Museum, A Belgian electrical, 445 


Music trades, Radio and the, 602 


My clectric house, by R. H. Rawil, 269 


Physical Laboratory Re- 
Radio Exhibition, The, 543, 


619 
National, Exhibition, The, by 
E. . Braendle, 
of electricity supply 
in Great Britain, The, by C. H. 
Merz, 
National Smoke Abatement Society, 
Naval sesistance refused, 1065 
Naval radio-telegraphy, by G. Shear- 
ing and Capt. W. S. Dor- 


ling, 1163 
Navigation by wireless, 324 


Navy Scandal, The “ Shearer,’’ 855 
Nechells, Mishap at, 911, 958, 1067 
Nechells power station, A  pulverised 


fuel installation at the, 984 
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January 3, 1930. 


Newcastle, E.D.A. at, 483 

Newcastle Exhibition, Wholesalers at 
the, 5 

Newcastle, Explosion at, 362 

Newcastle, New Metro-Vick premises 


in, 155, 9 
Newcastle, The E.A.W. at, 138, 149 


New Companies— 


Acoustophone, 723 

Airway, 1059 

Alfol Insulation, 823 

Armafiex Parent, 915 

Armstrong, Sir W. G., Whitworth 
and Co. (Engineers), 120 

Armstrong, Sir /. G., Whitworth 
and Co. (Shipbuilders), 120 

Arrow (Preston), 823 

Arun Electrical Supplies, 493 

Associated Electricity and Monoxide 
Gas Corporation, 493 

Associated Wireless Co., 534 

Automatic Light Control, 614 

Bandolux, 533 

Battery Services, 1152 

Belfast Radio and Electrical Co., 692 

Bel-Canto Radio Reproducer Co. 
(N.S.), 1059 

Bell Radio Co., 1009 

Besvick, Kenneth E., 164 

Blundell-Curtis, 164 

Boroughbridge and District Electric 
Supply Co., 78 

Boyes, J. N., 1059 


British Automatic Train Contro) 
System, 119 

British Blue Spot Co., 286 

British Electrical Trust, 245 

British Household Appliances, 79 

British Telehor, 1009 

British Universal Iluminations, 915 

Calamco, 406 

Camden Electric, 31 

Central Wircless Co., 164 

Chorister Radio, 723 

Cole, L., & Sons, 614 

Collier, A. E., & Co., 769 

Concerton Radio & Electrical Co., 


Oe 
Convertible Gramophone (Parent), 205 
Court Radio Co., 79 
Craven Hydro-clectric Supply Co., 


06 


49: 
Culkin, Wm. E., & Co., 5 
447, 494 


11 
Darbyshire, R. (Wholesale), 
Dean, A., & Co., 534 
Dean, A. J., & Co., 245 
Dean & Gosling, 769 
D.F.M. Manvfacturing, 823 
Dover Coal, Gas & Power Co., 724 
Dulrae Patents, 823 
Dunhams, 246 
Dunoon & District Electricity Sup- 
ply Co., 1059 
Dunn, A. & E., & Co., 534 
Edibell Sound Film Apparatus, 79 
Electrafont, 246 
Electric Central Heating & Regu- 
lating Co., 614 
Power Finance Corporation, 
8 
Electric Resistance Furnace Co., 366 
Electric Service Co. (Birmingham), 
1059 
Electric Sharpeners, 164 
Electric Welders (Slough), 79 
Electrical Engineers, 366 
Electrical Reproducers, 1059 
Electro-Gas Camshafts, 1152 
Electrotone Talking Pictures, 614 
Elite Iron & Wire Works Co., 961 
Ellison Insulations, 245 
Ellison Manufacturing Co., 406 
Elm Manufacturing Co., 867 
Emkabe Radio Co., 614 
Endoric Radio & Gramophone Co., 
7 


8 
English Alabaster Marble & Light- 
ing Co., 1059 
Flexible Wires, 723 
Furneaux & Thomas, 120 
Gardner & Co. (Portsmouth), 493 
General Charging Stations, 31 
Gisburn Motor & Lighting Co., 164 
Gloucester Ignition Service, 448 
Gould & Lake, 31 
Graphones, 723 
Great Northern Telegraph Com- 
pany’s Holding Co., 7 
Green & Jackson, 286 
Greenwood, C. E., 867 
Guaranteed Accumulator Service, 723 
Hadrian Manufacturing Co., 1 
Hall, G. D., 164 
Hartley Main Power Co., 769 
Hayes Engineering Co., 366 
Heath Electrical & Gramophone Co., 
867 


Heaton, R. G., & Co., 574 

Hendon Lamp & Accessories Co., 723 

Herd & Co., 723 

Honeycomb Batteries, 574 

Hudson Radio, 614 

Hunter & Piquart, 961 

Hyperlite Units, 1009 

Improved Wilson Microphone & Elec- 
trical Co., 79 

Jones, Walter, Harvey & Co., 205 

Kew Engineering Co., 574 

Lamlite Signs, 692 

Lancashire Electric Sign Construction 
Co., 1106 

Leeds Fan & Blower Co., 205 

Leroy & Richardson, 574 

Leysian Electric Lamp Co., 723 

Limit Radio, 119 

Louth Electric Service, 823 

Low Pressure Lamps, 1106 

Lustre Electric Lamps, 205 

Magenerator, 1152 

Magnetic & Electrical Alloys, 119 

Magneto & Battery Services, 366 


THE ELECTRICAL REVIEW—/JNDEX 


New Companies—continued. 


Magneto, Dynamo and Car Repair 
Works, 164 

Majestone, 325 

Manuus Manufacturing Co., 205 

Mason (Electro-Medical), 723 

Matkin, John E., 31 

Mortimer, Gall & Co., 1059 

Moulding Developments, 724 

Murphy Radio, 493 

Mycalex (Parent) Co., 1152 

Pembrokeshire Electrical Power and 
Distribution Co., 1152 

National Electrical Supplies Co., 286 

Naturetone, 406 

Norwood Radio, 574 

Paterson, G. M., & Logan, 245 

Philips Lamps (Ireland), 614 

Pirie, J. M., & Co. (London), 1152 

Podmore’s, 961 

Portable Electroplater, 406 

Portabi-s, 575 

Portadyne Radio, 366 

Preston, Chas., & Co., 915 

Price & Belsham, 286 

Radio Loud Speakers, 119 

Radio Recordion, 614 

Radio Repairs, 724 

Radiovolt, 205 

Radium Electric, 1009 

Ramsbottom Electrical Heating and 
Lighting Co., 1009 

Randon, A., 126 

ae: Electric Arc-Welding & Metals 
$1 


Rayzone, 447 

Regent Radio & Cycle Co., 769 

Richards, John & Co. (Longton), 493 

Rigby & Partners, 1009 

Robinson, R. J., & Co., 1009 

Rolyat Electrical Co., 79 

Rose & Partridge, 574 

Rowmal Radio & Trading Co., 534 

Royalex, 286 

R., 205 

Runbaken Motor & Electrical Acces- 
sories, 823 

Safac Accumulator, 614 

Salaman Handoll, 692 

Scottish Mica Co., 574 

Set Manufacturers, 31 

Sharples, Sam, 961 

Shock Proof, 246 

Signs & Products, 533 

Smith, F. C., 325 

Sneath, J. G., 406 

Sound -Recorders, 366 

Spalton Electrical Stores, 285 

Spectad Development Syndicate, 120 

Squire, Frederick, 1059 

Standard Switchgear, 915 

Steval Manufacturing Co., 326 

Stonchams (Hove), 366 

Super Electric Heaters (1929), 120 

Super Relay Service, 574 

Swindon Radio Relay Exchange, 


1106 

Telephone Manufacturing Co. (1929), 

Telephone Rentals, 1059 

Tele-Radio, 120 

Tellus Electric Cleaner Co. (Scot- 
land), 769 

Texa Electrical Co., 286 

Tree-Top Electrical Services & Sup- 
plies, 1153 

Triumph Radio Co., 823 

Trojan (Manchester), 120 

United Dominions Trust (Electric), 
ons 


285 
Universal Consulting Patent, 614 
Vector Electrical Co., 692 
Venceray Invisible Heating Co., 823 
Vocafilms, 120 
Vocosol, 447 


Vul-K-Lec., 915 
Waldron Electrical Manufacturers, 


692 

Walker Brothers -(Electrical Engi- 
neers), 286 

Walsall Hardware Manufacturing 
oO. 


West London Electro-Medical Manu- 
facturing Co., 5% 

Whitehead, A. H., & Co., 448 

Whitehead’s Electrical Inventions, 493 

Whitehurst Magneto & Dynamo 
Works, 406 

Wilkinson, Tom B., 1106 

Wood <Auto-Electrical Co., 31 

Wood Fittings & Standards, 246 

Wood,- Fred W., 573 


New companies, Statistics of, 110 


New Electrical Devices, Fittings 


and Plant— 
Anti-dazzle lamp lens, An, 971 
Armature air-gap gauges, 44 
Automatic commutating rectifier, An, 


Automatic scaling machine for elec- 
tric welding, An, 418, 
Automobile lamp, A new, 132 
Bakelite accessories, 1113 
equipment, New, 
17 


Battery tester, A, 216 

Bell-push, A new, 1112 

Bell-push fire alarm, 217 

Cable-bonding mould, A, 1113 

Cable unions, New aerial, 833 

Car-radiator heater, An electric, 1112 

Cartridge fuses for underground 
work, 90 

Ceiling fans, Improved, 481 

Ceiling rose, A new three-plate, 336 

Cell filler, A new, 1018 

Cell-testing instruments, 295 

Connector box, A moulded, 255 

Current detector, A new, 


New Electrical Devices, Fittings 
and Plant continued. 


Cut-out, A new, 874 
Drafting outfit, A new, 336 
equipment, Improved, 


Drill, A small electric hand, 1166 

Drink mixer, An electric, 972 

Earthing device, A new, 296 

Element, A new electric fire, 481 

Fan, An automobile, 45 

Fans, Home Office pattern propel- 
Jer, 624 

Fire alarm, An electrical, 132 

Flame-proof handlamp, A, 217 

Flexible coupling, A new, 971 

Float-type battery-charge indicator, 
A, 1067 

See appliance, A_ special, 


Floodlighting fitting, A new, 971 

Fluid meter, A novel, 418 

Foster-mother, An_ electrically-heated, 

Fuse, A new, 254 

Fuse-wire container, A, 972 

Gate-end loader, A new, 1112 

raining machine, An electric, 972, 
1067 

Graphic instruments. New, 93 

Gyroscopic turn indicator for aero- 
planes, A, 971 

Hack-saw blades, Improved, 418 

High-voltage indicator, 1066 

— charge collector, A, 874, 


House-lighting sets, New, 785 
Incubator heaters, Electric, 1018 
Insulating board, ‘ Sindanyo,” 901 
Insulating liquid for commutators, 216 
Insulating material, A new, 625 
Insulation stripper, An, 295 

A new wiring-system, 


“ 


Junction box for all-insulated 
wiring, A, 1017 

Lampholder, A new, 295 

Lampholder and plug unit, A, 1165 

Lampholders, Improved insulated, 
1017 

Lighting fittings, New, 132, 875, 971, 


Lighting reflectors, New, 418 
Lighting strip lampholder, A novel, 
901 


Line-sag adjustment instrument, A, 
44 


Lock, A_ remotely-operated electric, 
1017 

Locking washers, New, 874 

Lorry, A new 20-cwt. electric, 875 

Machine-tool testing outfit, 254 

Mercury contactors, 900 

Mercury-rectifier anode cooling, 217 

Metal-coating process, A, 708 

Mopump developments, 216 

Motor-car batterv charger, A, 1018 

Non-glare glass for instruments, 
217 


Paint stripper, An electric, 972 

Plug boxes, Special, 255 

Plug-type oil fuses, 1066 

Pocket lamp, A bakelite, 624 

Portable printing press, A small, 
1112 


Pump, A rotary, 44 

Radiator heater, An improved, 708 

Reflector, A new one-piece industrial, 
2. 


62. 
Rockbestos products, 708 
Sadia switches, 1018 
Searchlight projector, A small, 875 
Shade gallery, An improved, 1067 
Signs, New day and night, 1067 
Sockets and plugs, New  three-pin 
Speed indicator, An electrical, 296 
Speed-reducing apparatus, 295 
“Standard Battery products, New, 
901 
Stud stump extractor, 1067 
Surface pyrometers, New, 785 
Switch, A new tumbler, 832 
Switch, A small motor-starting, 707 
Switch-fuses, New, 1018 
Switch-plug, An all-insulated, 1067 
Switch-plug, A new interlocked, 832 
Templates for service work, Cable 
785 
Testing set, A compact, 707 
Thermionic relay, A new, 833 
Thermoelectric surface pyrometer, 
Tire-repair unit, A, 1066 
Truck, A new electric, 217 
Truck-type switchgear, New, 93 
Universal ball joints, 1165 
Voltmeter, A high precision, 1166 
Voltmeters, Cell-testing, 833 


New electrical schemes before Parlia- 
ment, 

New Health Exhibition, The, 958 

New product, Marketing a, 330 

Newry, Co. Down, Electricity supply at, 
27, 135 

Newspaper contents bills, Illumination 
of, 

Newspaper, Farm tractor prints, 364 

New Zealand, Electrical regulations in, 


New Zealand installation, A special, 
New Zealand, ‘‘ Osram” lamps in, 
353 


New Zealand radio market, The, 603 
New Zealand Trade Commissioner, 109 
New Zealand’s electrical imports, 68, 
154, 617, 713, 812 

Niagara, Special illumination at, 403 
Nicaraguan electrical imports, 

Nickel and its uses in engineering, 1052 
Noise emitted by machinery, by 


ix 


B. A. G. Churcher and A. J. King, 
876 

Non-syndicate glow lamp production, 
317 

Northampton Polytechnic conversazione, 
1057 


North-East Coast Exhibition, Agricul- 
tural machinery at the, 4 

North-East Coast Exhibition, The, 174, 
203, 611 

North-East England Electricity Scheme, 
38 


Northern Ireland, Electricity in, 442 

North-Western D. J. I. C. meeting, 997 

Norway, Electrical development in, 
1149 


Norway, Water power in, 290 

Norway’s foreign electrical trade, 235 

Norwegian hydroelectric station, A, 
115 


Notes on single-phase motors, by Gi. 
Windred, 516 

Notes on the choice of a.c. motors, by 
A. G. Powell, 345 

Nottingham, Municipal trading at, 951 

Nottingham Society of Engineers, 490 


(pituary— 


Alderman, G. J., 573 
Andrews, W. S., 78 
> 


Auer, Karl, Ritter von Welsbach, 245 
Baker, A., 769 


Barnett, Mrs. E. M., 245 
Bell, M., 119 

Benyon, C., 163 

Berliner, E., 245 
Bickerton, H. N. 

Bieler, Dr. E. S. 
Blascheck, C. A., 1009 
Bower, W. R., 1009 
Bragg, Mrs., 57% 

Briscoe, C. T., 205 
Callender, F., 7: 
Carpenter, G. W., 915 
Cartmell, J., 36 
Clarke, R. F., 3 
Clayton, W., 1009 
Cockrill, W. G., 285 
Collinson, H., 614 
Cooper, G. P., 823 
Cowlishaw, C., 447 
Craft, E. B., 365 


Dunkley, G. J., 119 
Empain, Baron, 163 

Fairless, Councillor G. F., 78 
Ferris, S., 1105 

Fitzgerald, F. A. J., 866 
Fleming, E. L., 915 
Fletcher, Mrs. F. M., 1009 
Gatti, Sir John M., 493 
Goodall, A. D., 78 
Hainsworth, Mrs., 78 
Hallam, J., 405 

Handley, Mrs. B., 163 
Hanna, C. T., 365 
Hansford, Dr. R. V., 614 
Hargreaves, S., 866 
Hellier, W. E., 823 


Huber, A. J., 1105 
Jackson, Sir Herry, 1105 
Jeffery, J., 285, 365 

Jones, C. H. McCarthy, 405 
Kirk, Sir Henry, 

Lasham, P. W., 447 

Lieb, J. W., 914 

Lister, Sir Ashton, 1059 
Lowne, R. M., 405 
McCarthy, C. H., 245 
Morris, J., 769 

Morrison, R. A., 405 
Mudford, F. J., 915 

New, George, 447 
Nicholson, J. C., 1059 
O'Connell, Dr. F. W., 723 
Peard, G. W., 866 
Pearson, G. A., 822 


Schiassi, H., 366, 405 
Scholes, Alderman W., 163 
Semenza, Guido, 866 
Slater, A. E., 1009 

Sver, C. S., 119 

Thomson, J. S., 245, 285 
Todd, Charles J., 691 
Trust, H. G., 493 

Tuck, E. R., 205 

Ward, J. C., 285 

Webb, S. H., 691 
Whiting, H. G., 493 
Whitmoyer, Mrs. J. C., 614 
Wray, A. E., 205, 405 
Zaleswski, A. V., 1105 


Occupational diseases, 243 
Oil switches, Testing high-capacity, hy 


C. J. Webb, 383 


Official Returns — 


Accumulators of Woking (old com- 
pany), 72 

Acme Electric Lamp Co., 120 

Adamant Supplies Co., 962 

Adams, John, 770 

Adelaide Electric Supply Co., 494 

Allen, W. H., Sons & Co., 574 

Alliance Electrical Co., 

Alton District Electricity Co., 916 

Anglo-American Telegraph Co., 534 

Anglo-Argentine Tramways Co., 1019 

Anglo-Portuguese Telephone Co., 534 

Armature & Engineering Co., 366 
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Official Returns—continued. 


Asbestos & Electrical Fittings Co., 
770 


Ashton Electrical Co. (Preston), 1106 

Astra Dynamo Co., 31 

Atlas Carbon & Battery Co., 366, 406 

Atlas Light & Power Co., 120 

Atmos Electrical Co., 72 

Automatic Coil Winder & Electrical 
Equipment Co., 868 

Babcock & Wilcox, 534 

Bailey & Incledon, 534 

Banbury & District Electric Supply 
Co., 407, 824 

Barron "s Co., 916 

Basson Electrical Co., 367 

Bath Electric Tramways, 406 

Baxter & Caunter, 286 

Bayliss, March & Newey, 366, 40 

Baynton’s Wholesale Wireless, 824 

Beck & Moss, 206 

Belsham & Co., 962 

Bennett & Fountain, 916 

— District Electric Supply Co., 

Birmingham District Power & Trac- 
tion Co., 

Birmingham Mica Co., 868 

Blickwell, Robert W., 164 

Electrical Accessories Co., 


Borough Engineering Works, 326 

Boroughbridge & Disttict Electric Sup- 
ply Co., 724 

Rourn, H. T., 770 

Bournemouth & ‘Poole Electricity Sup- 
ply Co., H 

Bowden & Higlett, 867 

Bowyer-Lowe Co., 724 

Bray, Geo., & Co., 916 

British Are Welding Co., 1153 

British Automatic Refrigerators, 962 

British B.A.G., 823 

British Battery Co., 1060 

British Colombia Electric Railway 


. Co., 206 

British Di-Electric Co., 366 

British Electric Traction Co., 1010 
British Electric Transformer Co., 448 
British Electrical Instruments, 494 
British Electrical Reproduction Co., 


British General Radio Co., 367, 824 
ae Hanovia Quartz Lamp Co., 


British Horo-Electric, 1153 

British Insulated Cables (S.A.), 286° 

British Mica Co., 823 

British Phototone, 448 

British Radio Corporation, 164 

British Thomson-Houston Co., 448 

Broadbent, T. W., 962 

Brompton & Kensington Electricity 

* Supply Co., 494 

Budleigh Salterton Electric Light and 
Power Co., 

Bullphone, 326 

Burgess Hill & District Electric Sup- 
ply Co., 286 

Burgoyne Wireless, 867 

Burleetas, 32 

Burndept Wireless (1928), 868, 1010 

Burwood (Concessionaires), 770 

Cable, Telephone & General Trust, 31 

Cablon, 31 

Calcutta Tramways Co., 1060 

Callender's Cable & Construction Co., 
867 

Camborne Electricity Supply Co., 770 

Cambridge Electric Supply Co., 286 

Cark & District Electricity Co., 574 

Carlisle & District Transport Co., 534 

Carr & Childe, 326 

Cash, H. 

Castle Fuse Co., 164, 
868 

Castellina Company (1926), 407 

C.A.V. Small Tools, 326 

Caxton Electric Development, 867 

_“,. (Central Cables & Accessories), 
77 


Ceag, 770 

Central Electric Development Co., 206 

Central Electric Supply Co., 770 

Central Electrical Engineers’ Acces- 
sories Supply, 79 

Central Sussex Electricity (formerly 
Haywards Heath & District Elec- 
tric Supply Co.), 206 

Chamberlain & Hookham, 494 

Charing Cross Electricity Supply Co., 
1060 


Charles White Electrical Co., 326 
Chelsea Electricity Supply Co., 770 
Chepstow Electric Supply & Power 


Co., 823 

Chesham Electric Light & Power Co., 
206 

China & Japan Telephone & Electric 


Co., 
Chloride Electrical Storage Co., 868 
City of Buenos Aires Tramways Co. 


City Wireless Co., 915 

Clarke & Moir, 1153 

Clarke, Chapman & Co., 326 

Cleethorpes Radio Supply, 1153 

Cleveland & Durham Electric Power, 

Clowne Electric Supply Co., 962 

Coatbridge & Airdrie Electric Supply 
Co., 962 

Coley & Swinnerton, 724 

Collier & Illingworth, 534 

Colombo Electric Tramways & Light- 
ing Co., 916 

Concordia Electric Wire Co., 962 

Consolidated Signal Co., 164 

Contal Radio, 770 

Contraflo Engineering Co., 367 

Cooke & Stevenson, 692 

Cornwall Power Co., 31 
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Costa Rica Electric Light & Traction 
Co., 406 

County Electrical Co. (Pendleton), 770 

County of Durham Electrical Power 
Distribution, 367 

County of London Electric Supply 
Co., 367 

Courtin & Walsh, 120 

Court Radio Co., 326 

Cox-Cavendish Electrical Co. (1924), 

4 


82 
Craven Hydro-clectric Supply Co., 962 
Crosby (Liverpool), 120 
Crossley Brothers, 326 
Croydon Cable Works, 823 
Croydon Engineering Co., 246 
Cuba Submarine Telegraph Co., 962 
Culm Valley Electric Supply Co., 1153 
A., & Co. (Manchester), 
53 
Cunningham, Slater, 120 
Dalgetti Electric, 868 
Davenport, G. (Wireléss), 494 
Davis, John, & Son (Derby), 824 
Dawlish Electric Light & Power Co., 
916 


Derby Cables, 448 

Digby, Thomas J., Hluminating En- 
ginecring Co., 31 

Dionoid Battery Co., 448 

Direct Spanish Telegraph Co., 724 

Dolywern & District Electricity Sup- 
ply Co., 724 

Dorian Wireless Co., 406, 724 

Dove, W. E., & Co., 206 

D.P. Battery Co., 692 

Dubilier Condenser Co. (1925), 1106 

Dudley, Stourbridge & District Elec- 
tric Traction Co., 615 

Dyer & Young, 770 

East Cornwall Electricity Supply Co., 
916 


Eastern & South African Telegraph 
Co., 868 

Eastern Extension, Australasia and 
China Telegraph Co., 1106 

Eastern Telegraph Co., 770 

Eckington Electric Supply Co., 824 

Electricity Corporation, 

0 


7 
Electrastorage, 366 
Electric & General Investment Co., 
1010 
Electric Construction Co., 916 
Electric Supply Corporation, 536 
Electric Transmissions, 31 
Electrical Agencies (London), 1060 
Electrical Contracts & Maintenance 
Co, (1925), 286, 692 
Electrical Distribution of Yorkshire, 


Electrical Enterprise, 1010 
Electrical Finance & Securities Co., 


915 

Electricity Distribution of North Wales 
and District, 962 

Electrix, 534 

Electrodrives, 962 

Electro Dynamic Construction Co., 
962, 1106, 1153 

-Electrolumination (Abady Process), 406 

Electro-Mechanical Supplies, 206 

Electromobile Engincering Co. (West 
Bromwich), 366 

Electro-Plant, 326 

Ellesmere Port Electrical Co., 867 

Ellis & Ward, 962 

Embleton & Barker, 614, 692 

Electrical Engineering Co., 
120 


Enterprise Manufacturing Co., 326 

Ericsson Telephones, 

Erskine, Heap & Co., 406 

Europe & Azores Telegraph Co., 1106 

Evans, ho & Sons (Wolverhamp- 
ton), 

Everett ton), 448 

Ever-Ready Co. ‘tect Britain), 867 

Exe Valley Electricity Co., 494 

Express Magneto (Repairs) & Elec- 
trical Co., 79 

Falconar, Cross & Co., 1060 

Feather, Wm., & Sons, 1153 

Fellows Manufacturing Co., 1060 

Ferguson, C. J., & Sons, 534 

Ferranti, 121 

Fitt Bros. & Davies (1924), 164, 824 

Folkestone Electricity Supply Co., 406 

Forbes, P. N., 915 

Foster & Pullen, 770 

Francis, Wilfrid, & Co., 206 

Franklin Ebonite Co., 246 

Full Light Anti-Dazzle Lamp Co., 79, 
692, 724 

Furneaux & Thomas, 246 

Furse, W. J., & Co., 494 

G. & L. Electrical Supply Co., 1060 

Garnett, Whiteley & Co., 1106 

Gayton Park Electricity Co., 120 

General Cable Manufacturing Co., 206 

General Electric Co., 1010, 1153 

Gent & Co., 206 

Giljay, 164 

Glover, W. T., & Co., 406 

Gorseinon Electric Light Co., 962 

Gosport & Alverstoke Electric Light- 
ing Co., 770 

Graham, J. Parmley, * Sons, 770 

Grierson Ledway Co., 494 

G. W., 724 

Hall, J. P., & Co., 448 

Hall, Thomas, & ‘Son, 1010 

Hampshire Lighe Railways (Electric) 
Co., 574 

Hardman & (o., 868 

Harmony, 120 

Harrow Electric Light & Power Co., 
6: 


Haslam, G., & Co., 206 

Hearn, Robt. F., 326 

Hellon, F. B., & Co., 

Henderson, W. j., & oe 286, 1060 
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Hendon Electric Supply Co., 916 
Henley’ 's (South Africa) Telegraph 


Herd & Snowden, 367 

Herne Bay & District Electricity Sup- 
ply Co., 1060 

Hewittic Electric Co., 1106 

Heywood, S. H., 692 

Highfield ctrical Co., 770 

& Ebonite Manufacturing 
Co., 

Hirst, A., & Son, 724 

Hooper's Telegraph & India Rubber 
Works, 867 

H.P. Electrical Co., 7$ 

Hodges, Cecil, & Co., 366 

Howard Asphalt Troughing Co., 916 

Hughes, Alfred H., & Co., 205 

Hydro-electric Power & Public Ser- 
vices Trust, 962 

Ilfracombe Electric Light & Power 
57: 

Illuminated Moving Signs, 326 

Improved Wilson Microphone & Elec- 
trical Co., 72 

Indo-European Telegraph Co., 962 

Insulation Manufacturers, 1010 

International Electric Co., 

Electrical Engineering Co., 


Isle es Thanet Electric Supply Co., 
396 pply 


Johnson & Foster, 206 

Julians of Reading, 724 

Kalgoorlie Electric Power & Lighting 
Corporation, 962 

Kalgoorlie Electric Tramways, 962 

Keen, H. E., & Co., 915 

Keighley Electrical Engineering Co., 
1060 


Kidderminster & District Electric 
Lighting & Traction Uo., 916 
Kingsmill Art Metal & Electrical Co., 

724 


Kirkaldy, John, 366 

Kirkby Stephen Electric Light and 
Power Co., 367 

“ K.N.” Electrical Products, 367 

Lancashire Dynamo & Motor Co., 448 

Lancashire Ignition Co., 1060 

Lancashire Telephone Systems, 692 

Langham Radio, 1060 

La Plata Electric Tramways Co., 574 

Laycock, Guy V., 867 

Leatherhead & District Electricity 
Co., 206, 366 

homes & District Electric Supply Co., 


Lewis, John (Wireless), 286 

Lincolnshire Electrical Co., 31 

Lisbon Electric Tramways, 867 

Lithanode Co., 1106 

Liverpool Electric Cables Co., 534 

Llangollen & District Electric Light 
and Power Co., 574, 

Llansilen Electricity Co., 31 

Loch Leven Electricity Supply Co., 


London Platino-Brazilian Telegraph 
Co., 692 


Looe Electricity Co., 164 
Luth & Rosen Electric Co., 962 
Lymington Electric Light & Power 


‘o., 36 
ae Electric Supply Corporation, 


is Tramways (1904), 448 
Magnetic Separators, 915 

Magnoid (Bristol), 206 

Maisner, E. H., & Co., 867 
Malmesbury Electric Supply Co., 916 
Mansbridge Condenser Co., 962 
Mansfield & District Tramways, 823 
Mares, Fraser, 915 

Marpole & Frisby, 31 

M.E.D 

Melton Electric Light Co., 


Mersey Electrics, 326 

Merthyr Electric Traction & Light- 
ing Co., 724 

Metropolitan-Vickers Electrical Co., 
1060 


Metropolitan-Vickers Co. 
(Mediterranean), 

Mexican Development 
Syndicate, 206, 494 

Midland Electric Corporation for 
Power Distribution, 724 

Midland Rubber Co. (1913), 1010 

Millington, E. H., & Co., 1153 

Minehead Electric Supply Co., 724 

Mirrlees, Bickerton & Day, 1106 

“ M.K.” Electric, 367 

Moreland Electric Welding Co., 79 

Morser, Harry, & Co. (Wireless), 615- 

Mortlock, C., 31 

M.P.A. Wireless, 868, 1009 

M.S.L., 286 

Nathan & Allen, 724 

National Electric Construction Co., 
1153 


De 
National Electric Lamp Co., 79 
Nelson Electric Co., 7: 
N.E.S. (Bradford), 448 
Newcastle-upon-Tyne Electric Supply 
Co., 916 
Newmarket Electric Light Co., 574 
Newport Electrical Co., 120 
Newquay Electric Light & Power Co., 
962 


New Radnor Electric, 448 


New System Private Telephones, 1009" 


New Union Electric Co., 
Norfolk Engineering Co., 574 
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Official Returns —continued. 


one) Electric Light & Power 


Northaimpton Electric Light & Power 
2 
Northern “Counties Electricity Supply 


Northen Electric Lamp & Accessories, 
4 


Northleach Electric Supply Co., 615 

Northwood Electric Light & Power 
367 

Nox Electric Lamp Co., 824 

Oco Electrical Appliances, 534 

Oldham Electrical Contractors, 164 

Oldhill Manufacturing Co., 120 

Oriental Telephone & Electric Co 
1153 


Oxford Electric Co., 615 
Paignton Electric Light & Power Co., 


Park Electrical & Engineering Co., 


Peacehaven Electric Light & Power 
Co., 16 

Pearson, W. G., & Sons, 326 

Peerless Electrical Manufacturing Co., 
79 


7 
Penrose, A. W., & Co., 962 
River Hydro-electric Power 


31 
Electric Traction Co., 


Petersfield Electric Light & Power 
36 

Pettigrew & Merriman (1925), 1153 

Pettigrew & Merriman (Continental), 


Phillipson, John, & Co., 1106 
Pinnacle Investment Trust, 1009 
Pinnacle Switchgear, 1010 

Playford & Son, 770 

Pope’s Electric Lamp Co., 916 
Potteries Electric Traction Co., 824 
Power Development Co., 692 

Power Securities Corporation, 326 
oe Accumulator Co. (1921), 868, 


Premier Wholesale Electric Co. 
(Stockport), 614 

Provincial Tramways Co., 770 

Radiant Electrical Co., 79 

Radiocraft Supplies, 164 

Radio Service (London), 206 

Radio Supply Co., 286 

Radio Vacuum Cleaners Co., 246 

Radioco, 1010 

Ramsbottom, J. S., & Co., 724 

Ramsbury Electric Supply Co., 867 

Raven, Peter, & Co., 962 

Reproduction, 724, 1010 

Rheostatic, 962 

Rhondda Tramways & Electric Sup- 
ply Co., 962 

Richardsons, Westgarth & Co., 1060 

Richmond (Surrey) Electric Light and 
Power Co., 724 

Ridged Cone Co., 1106 

Ringwood Electric Supply Co., 868 

Robertson, W. H. A., & Co., 246, 286 

Robin Electric Lamp Co., 770 

Royce, 962 

Runbaken Motor and Electrical Acces- 
sories, 1060 

Ruskington Electric Supply Co., 120 

St. Helen’s Cable & Rubber Co., 724 

Salisbury Electric Light & Suppty 
Co., 205 

Sanders Electrical Co., 31, 824 

Saunders, J. B. (1923), 534 

Sea Houses & District Electric Sup- 
ply Co., 724 

Seaton & District Electric Light Co., 
286 


Segal, J., 120 

Sel-Ezi Wirete ss Supply Co., 286 

Sennybridge Electric Supply Co., 79 

Sheerness & District Electric Supply 
o., 916 

Sherborne Electric Supply Co., 448 

Sheringham & District Electricity 
Supply Co., 448 

Shipham & Co., 31 

Shoreham & District Electric Light- 
ing & Power Co., 692, 916, 962 

Siemens & ag Electric Railway 
Signal Co., 

Siemens & Co., 868 

Simmonds & Stokes, 120, 206 

Singapore Traction Co., 286 

Sisson, W., & Co., 1153 

Six-Sixty Radio Co., 286 

Skewes, W., & Co., 326 

Smethurst & Co. (London), 1060 

Smith, H. W., & Co. (1920), 867 

— Markets Electric Supply 


206 
sollte & Synthetic Mouldings, 366, 
69: 


South Me gag Electric Light and 
Power Co., 

South Electric Tram 
ways & ee Co., 

Spencer, John, 4 

Spensers (London), 823 

Sphere Investment Trust, 1060 

Standard Electric Co., 916 

Standard Telephones & Cables, 916 

Steatite & Porcelain Products, 205 

Summit Electrical Co., 574 

Sunray, 916 

Sun Ray Electric Lamp Co., 770 

Sykes & Dyson, 867 

Symondsbury Electric Lighting Co., 


494, 724 

Tamplin & Makovski, 724 

Tarr, R. W., 868 

T.B.T. Electric Co., 286 

Tees Power Station Co., 1010 

Electric Lighting Co., 
0 


Telegraph Construction & Mainten- 
ance Co., 


Henley's, W. 'T., Telegraph Works 
J. G., 31 
aie J. M. O., 120 
I 
Oil. 
Oil 
Oil 
Oil- 
Old 
Old 
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On 
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Tetbury Electric Supply Co., 1010 
Thames Valley Electric Supply Co., 
494 


Thermo Path Co., 120 
Thompson, Ritchie & Co., 724 
Thomson, Stewart, & Patrick, 326 
Thor Lamps & Supplies, 366 
Thrissell Engineering Co., 206 
Thursfield, C. J., & Co., 615 
Tisbury Electric "Supply Co., 614, 867 
Torquay Tramways Co., 724 
Tramways Syndicate, 
Tre-Coil. Works, 724 
Truphonic Radio, 868 
Truro Electricity Supply Co., 692 
Tudor Accumulator Co., 916 
Tungsram Electric I.amp Works 
(Great Britain), 692 
Tungstalite, 494 
Tungsten Manufacturjgg Co., 366 
Union Cable Co., oe 
United River Plate Telephone Co., 


867 

United Welding & Electrical Co., 286 

Upfields Wireless, 1060 

Urban Electric Supply Co., 724 

Vac-Tric, 164 

Vaughan Crane Co., 1060 

Veritys, 77 

Vernon, C. N., & Co., 326 

Vickers, 574 

Victoria Electrical (Manchester), 867 

Viozone, 16 

Volk, Magnus, 692 

Wadebridge & District Electric Sup- 
ply Co., 366, 534, 916 

Wallingford & District Electric Supply 
Co., 11 

Walsall’ Electrical Co., 692 

Walters, Austin, & Son, 867 

Walters Electrical Manufacturing Co., 
916 

Electrical Manufacturing 


Wantage Electric Supply Co., 1153 

Wark & District Electric Lighting 
Co., 0 

Ww arren Brothers (Middlesbrough), 770 

Warren, Charles, 

Watford Electric & Manufacturing 
Co., 448 

Weekes, L. ge 692 

Weldrics (1922), 

Wellingborough Electric Supply Co., 


206 
Wells, Rayner & Co. (1929), 615 
Welwyn Garden City Electricity Sup- 
ply Co., 823 
West African Telegraph Co., 1010 
West Cambrian Power Co., 1153 
West Gloucestershire Power Co., 692 
West India & Panama Telegraph Co., 
692 


West London & Provincial Electric 
and General Trust, 724 

Western Counties Electrical & Engi- 
neering Co., 615, 1153 

Western Electric Co., 615 

Westminster Engineering Co., 79 

West Witton Electric Supply Co., 326 

Whitchurch & Pangbourne Electric 
Supply Co., 724 

White, E. S., & Co., 164 

Whitecroft Instrument Co., 120 

Whitehall Electric Investments, 1060 

Wholesale Electric Lamp Co., 1153 

Wilcox, Edward, & Co. 206 

Wilkinson, Thomas, (Arnside), 1010 

Willans & Robinson, 574 

Winder, R. F., 

Winfield & “326 

Witton-James, 692 

Wolf & Morgan, 915, 962 

Wolverhampton District Electric 
Tramways, 534 

Wood & Co. (Ipswich), 962 

Wood Electric Fietings Co., 494 

Woodfyt Sales, 

Wright, J., 448 

Wright (Electric Power Specialities), 


Wycombe (Borough) Electric Light 
and Power Co., 

Yarmouth (1.W.) Electricity Suppiy 


206 
Yeovil Electric Light & Power Co., 
494, 534 


Yesly Electrical Supplies, 916 
Yorkshire Electric Transformer Co., 


Yorkshire Switchgear & Engineering 
Co., 916 

Yorkshire Traction Co., 574 

Yorkshire (Woollen District) Electric 
Tramways, 824 


Young, Osmond & Young, 770, 1106 


6 ae ETER, A bridge, 452 


Oil-electric locomotive in Canada, 531 

Oil engines, Marine, 821 

Oilfields, Electrical equipment for, 1103 

Oil-purifying equipment, Modern, 263 

Oldham, Electricity supply at, 743 

Oldham power station, The new, 721 

Olympia for the B.I.F., Preparing, 393 

On being an exception. 381 

Ontario, The Hydro-electric Power Com- 
mission of, 210 F 

Open-door losses of electric furnaces, 
11 


Opposition to 130-kV lines on the South 
Downs, The, 571 

Optimism, A call for, 1029 

Orchid houses, Heating, 283 

Organisation, An efficient, 590 

Orontes,”” The T.S.S., 

“Osram *’ lamps in New Zealand, 35% 

“Osram ” sign, A bilingual, 1095 

Otley, Advertising electricity at, 316 

Outdoor sub-stations, 

“ Outlet Campaign, The E.C.A. and 


the, 996 
Oven, A large portable baking, 363 
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Oven, A_ new electric, 21 

Overhvead-line corstruction, 650, 732 

Overhead line inquiry at Doune, 1006 

Overhead Lines Association, The, 62, 
444, 610, 735 

Overhead lines in India, 40 


Overhead lines inquiry at Eastbourne, 


491 
Overhead lines preferred, 363 
Overhead lines, Reliability of, 1149 
Overhead lines, Wayleaves for, by W. 
A. .Robinson, 889 


Overhead transmission lines, Sags and 


tensions of, by H. Smith, 1082 
Overseas electrical markets, Our, 346, 
944, 1078 


power station, The, 912 


Paris, A large steam turbine for, 162 
Paris International Wireless Exhibition, 
688 


Paris-Lyons & Mediterranean Railway, 
Express locomotives on the, 911 

Paris Motor-car Show, The, 611 

Paris, The E.H.P. Conference at, by 
i. Borlase Matthews, 16, 65, 107, 
42 


Parliamentary Notes— 


American interests in British under- 
takings, 178 

Battersea power station, The, 881, 
1024, 1073 

B.B.C. expenditure, 979 

Beam wireless services, The, 133 

Brookman’s Park, 1139 

Central England scheme, The, 133 

Certification of clectricity meters, The, 
178 


Changing frequency, Cost of, 881 
Changing of inefficient plant, The, 178 
Channel Tunnel, The, 66, 1139 

Coal Mines Bill, The, 1121, 1139 
Colonial Development Bill, The, 178 
Committee on Finance and Industry, 


The, 
Compensation of displaced employés, 
§81 


Co-ordination of London transport, 
The, 1024, 1073 

Cornish scheme, A, 218 

East African plans, 1024 

East Sussex cables, 1073 

Electrical development, 1024 

Electrical power in rural areas, 1073 

Electricity areas, 1121 

Electricity Board, The, 881 

companies’ bonus shares, 


Electricity companies’ finance, 178 
Electricity supply, 1120 

Essex, Electricity in, 979 

Failures of electricity supply, 881 
Finsbury Park Tube, 838 
Government's employment plans, The, 


Grampian Hydro-electric Bill, The, 
1023, 1073 


Haulage in mines, 178 

Hereford electricity undertaking, 1073 

Indo-European Telegraph Co., Ltd., 
The, 1024 

King’s Speech, The, 66 

L.NLE electrification, 979, 1024, 
1139 

London subway fires, 1073 

London Traffic Bills, The, 133, 178 

London, Tube extensions, 21 

Meters, The testing of electricity, 881 

acquisition of undertakings, 

8 


Overhead line protests, 133 

Overhead telegraph lines, 1024 

Overhead telephone wires, 1139 

Overhead wires near aerodromes, 
1073 

Railway electrification, 133, 178, 218 

Railways, Forthcoming expenditure 


by, 
Royai "Assent, 218 
Royalties on wireless receivers, 133 
Rural areas, Electricity charges in, 881 
Rural areas, Electricity in, 133, 217 
Russian export credits, 218 
Special Orders, 1024, 1073, 1139 
Steel telegraph poles, 979 
S.W. & S. Co.’s undertaking, The, 
133 
Telephone developments, 928 
Television, 217 
Transatlantic radio-telephony, 178 
Transatlantic The, 1024 
Ultra-violet rays, 1073 
Underground and overhead trans- 
mission, 881 
Underground telephone cables, ad 
Wayleave agreements, 66, 
Welsh scheme, A, 66, 1024 
Wireless receiving licences, 1139 
Wireless telegraphy and broadcasting, 


Wireless telephony, 1073 


Patent applications, 756, 


949 
Patent extensions, Applications for, 154 
Patent Law, Criticism of the, 603 


Patent omen, Published, 47, 95, 


135, 179, 219, 259, 299, 339, 379, 
419, 463, 507, 547, 587, 627, 693. 
739, 787, 839, 883, 931, 979, 1027, 
1075, 1123, 1167 

Patents Committee, The, 


Peak, Problems of the, by Cc. ¥ David- 


son, 273 

Peebles-Brown, Boveri mercury-arc rec- 
tifiers, 

Persian electrical market, The, 395 


Persian Gulf, Electrical plant for the, 357 

Personal salesmanship, 708, 903 

Peterborough power station, The, 50, 5% 

vehicle, An improved, 
1 


Petrol station, Lighting at a, 394 

Philips showrooms, New, 

a -bronze bars or rods, B.S.S. 
or. 

Physicai Society Exhibition, 610 

Physics in relation to the utilisation of 
fuel, by C. H. Landor, 1138 

Plant, Silent generating, 913 

Plating solutions, Silver, 214 

Ploughing trials, French electric, by 
R. Borlase Matthews, 805 

Plumber-jointers’ wages, 601 

— domestic rate, The, 841, 914, 
935 


Poland, Radium for, 820 

Polish gable syndicate, A, 855 

Polish electrical imports, 602 

Polish foreign electrical trade, 152, 522, 


Popularity of electrical appliances, 1122 

Portable baking oven, A large, 363 

Portraits, The I.E.E., 843 

Portugal, Electrical progress in, 394 

Possibilities in Canada, 262 

Possibilities in South America, 1079 

Post offices, Brighter, 699 

Potential connections for automat'c 
voltage regulators, by G. W. 
Stubbings, 791 

Potentiometers, Alternating-current, by 
We Drysdale, 1164 

Powdered-fuel "driven ‘shi 

Power accumulation, by 
A. Page, 1131 

Power factor and price. for supply to 
selected stations, 1055 

Power houses, Smali standard, 334 

Power in Norway, Water, 290 

plant contracts, Metrovick,” 


Power plant tests, eiaatien of, 1022 

Power resources, Our, 983 

Power station exensions at Stoke-on- 
Trent, 921 

Power station staffs’ salaries, 354, 

Power station, Indiana, State Line, 1150 

Power station, The Battersea, 204, 611, 
959, 1020 

Power station, The Cockle Creek, 37 

Power station, The Delray, 995 

Power station, The Padiham, 912 

Power station, The Peterborough, 50, 53 

Power stations as fruit and flower 
cultivators, German, 531 

Power supply, Electric, by G. R. J. 
Parkinson, 879 

Prague, The International Fair at, 315 

Price reductions, 15 

Private arrangements, 69, 111, 154, 196, 
236, 316, 439, 483, 524, 604, 683, 714, 
759, 906, 1142 

Private lighting as an aid to public 
lighting, by J. S. ~_: 579 

Problems of the peak, by C. S. David- 
son, 273 

Production, Allocation of costs of, 1031 

a Classes Aid Council, The, 

Progress, Electricity supply, 97 

Progress, Electricity supply, by D. J 
Bolton, 103 

Progress in illumination, 699 

Progress of electrical industry, by 
Lt.-Col. W. A. Vignoles, 635 

Propulsion, Electric ship, 393, 697 

Propulsion, Electric ship, by Eskil 
Berg, 30 

Protecting aluminium against corrosion, 
by H. Sutton, 925 

Protection against lightning, 1102 

Protection, Conversion of single- to 
three-phase, 820 

Protection, Feeder, by G. R. M. 
Garratt, 994 

Protection in explosive atmospheres, 
Equipment, 302 

Public lighting, Compromise in the use 
of illuminants for, by C. H. Wood 
ward, 578 

~ Engineers’ Conference, 
he, 


Public Ww. oe Exhibition, The, 974 
Public lighting, Private lighting as an 
aid to, by J. S. Dow, 579 
Pulverised-fuel firing, 983 
Pulverised-fuel installation, A, 984 
— heat, by T. G. N. Haldane, 


Pumping plant, A_ novel electric, 362 
Purves, Colonel Sir Thomas F., 632 


totalisators, 1104 


Radiation, Electrical heating by, oy 
C. W. Speirs, 139 

Radiators in a hotel, Electric, 856 

Radio and the music trades, 602 

Radio antennz, Reflecting, by L. S. 
Palmer and L. Ley K. Honeyball, 


337 
Radio apparatus, Uruguayan duties on, 
1047 


Radio beacon, The Dungeness, 243 

Radio combine, American, 712 

Radio communication, by Capt. C. E. 
Kennedy-Purvis, 1019 

Radio condenser patent suit, American, 


Radio demonstration, Interesting, 766 

Radio Exhibition, Belgian, 354 

Radio Exhibition, The National, 543, 
580, 619 

a Exhibition, The National, by 
E. W. Braendle, 8 

Radio exports, Dutch, 560 

Radio exports, Great Britain's, 236, 437, 
855, 1095 

Radio-gramophones, H.M.V.,"" 

Radio imports into Venezuela, 114i 

Radio industry, The German, 437 

Radio lectures, 907 

Radio lighthouse, 491 

Radiological Exhibition, The, 1005 


Radiological Exhibition, The, by 
E. H. W. Banner, 1127 

Radio Manufacturers’ Association, 1065 

Radio manufacturers, The, 1031 

Radio market, The New Zealand, 603 

Radio merger, Large American, 603 


Radio Notes — 


Aerials, 1003 

Africa, 360 

Algiers, 956 

Argentina, 400 

Atinospherics, 240 

Australia, 115, 200, 400, 442, 762, 
1147 

Austria, 25, 240, 280, 1003 

Beam radio-tek phony, 115 

British Broadcasting Co., 1100 

Broadez asting Union, The, 956 

Brookman’s Park, 1052, ‘47 

Canada, 73, 241, 321, 360, 488, 817, 
909 


Canada, Relay to, 861 

Continental, 442 

Cuba, 717 

Denmark, 25, 321, 1003 

Egypt, 568 

Empire broadcasting, 762 

Formosa, 73 

France, 73, 200, 280, 400, 528, 568, 
762, 817, 909 

Geneva, 400 

Germany, 200, 280, 360, 568, 909, 1003, 
1052 


Holl — 717, 817, 956 

Iceland, 488 

India, 73 

International Broadcasting Union, 
1052 


Irish Free State, 489 

Italy, 909 

Jugo-Slavia, 25 

Licences, 241, 568, 1147 

Line relaying, 717 

London programmes, 686 

London regional transmitter, 528 

Loud speakers, 861 

Modulation, 1100 

New Zealand, 360, 1003 

Norway, 280, 321, 400 

Poland, 528, 686 

Regional scheme, The, 241, 400, 442 

Regional stations, 568, 608, 717, 861, 
1003 

Russia, 400, 717 

Schne ider Cup, The, 360 

South Africa, 1147 

Spain, 25, 200, 321, 817 

Station interference, 762 

Sweden, 73, 280, 1003 

Switzerland, 568, 686 

Television, 360, 528, _ 608, 1003 

United States, 115, 528, 909, 1147 

Wavelength cheages, 25 

Wavelengths, 608 

Wireless anniversary, A, 1100 

Wireless in schools, "1100 

Wireless offences, 280 

World radio, 241 

Zagreb, 25 


Radio picture transmission, 169 

Radio royalties, The Marconi, 22, 196 

Radio-telegr: aphy, Commercial, by H. 
83 


M. Dowsett, 
Radio-te legraphy, — al, by G. Shearing 
and Capt. J. W. S. Dorling, 1163 


Radio-telephony, 98 

Radio-telephony interference, 924 

Radio-telephony, Transoceanic, 752 

Radio tuners, Variable inductance, by 
T. E. Lander, 266 ; 

Radio valves, Australian duty on, 811 

Radio wholesalers, A list of, 315 

Radiovisor foreign’ rights, 524 

Radium for Poland, 820 

Railway and road transport agreements, 


Railway claims, by J. W. Parker, 1136 

Railway electrification, 1102 

Railway electrification, by W. Wylie 
Grierson, 836 

Railway electrification, British, by 
A. T. Dover, 776 

Railway electrification in France, by 
H. Parodi, 424 ; 

Railway electrification in Spain, 688 

Railway electrification in the United 
States, 538 

Railway, Magnus Volk’s, 342 


Railway Notes— 


Argentina, 487 
Australia, 487, 955 
Austria, 359, 441, 487 
Belgium, 399, 441 
Brazil, 240, 1051, 1146 
Buenos Aires, 487 


France, 114, 527, 955, 1002 
Germany, 399 

Glasgow, 441, 1002 

Great .Weste rn Railway, The, 716, 


Italy, 359, 441, 860, 1002, 1051, 1146 

Japan, 527, 686, 761, 955, 1002, 

Liverpool, 761 

L. M. & S. Railway, The, 568, 

L.N.E. Railway, The, 399 

London, 24, 72, 158, 607, 686, 761, 
860, 1002 

Main-line electiification, 441 

Manchester, 359, 955 

Montreal, 23 

New York, 716 

Norway, 909 

Russia, 240, 955 

Siam, 320, 441 


xi 
= 
Chile, 158 
Costa Rica, 279 
1023 Denmark, 909 
ah 
Hungary, 860, 1051 
ungary, 860, 105 
India, 860 
ay 
= 
art 


Railway Notes—cont. 

Southern Railway, The, 527, 568, 686, 
761, § 1146 

Spain, 199, 359 

Sweden, 567, 860 

Switzerland, 199, 240, 359, 399, 607, 
761, 909 


Sydney, 487, 955 
United States, 158, 199, 527, 568, 716, 


Venezuela, 399 


Railway service, Mountain, 256 

Railway sleepers, Steel, 324 

Railway, The G.I.P., 886, 890, 991, 
1057 


Railway track resistances, by E. H. 
Croft, 349 

Railways, The Swiss Federal, 935 

Rate, The point five domestic, 841 

Ratio-balance feeder protection, 375 

Rationalisation, 790 

Rationalisation and labour, by H. C. 
Parsons, 775 

Rationalisation, Mr. Snowden on taxa- 
tion and, 756 

Rationalisation of industry, The, 610 

Rationalisation of industry, The, by 
S. B. Haslam, 1071 

Rationalisation of industry, The, by 

A. P. Young, 828 

Rationalisation, Some dangers of, 810 

Rebate scheme, A novel, 756, 812 

Receivers appointed, 110, 317, 907 

Record, A Siemens lamp, 3, 

Recovery of hire-purchase instalments, 


Red ond buff, 983 

Reflecting radio antenna, by L. S. 
and Ley K. Honeyball, 


Refrigeration, Electricity in, 1094 

Refrigeration of clectrical apparatus, 
The, 

Refrigerator exports, American, 681 

Refuse destructor, New, 

Refuse disposal, City, by C.-L. 

O'Shaughnessy, 211 

Register, A proposed trading, 996 

Registered electrical contractors, 67, 
197, 482, 681, 904, 1047 

Registration of power plant tests, 1022 

Regulations in New Zealand, Electrica), 
560 


Regul: ations, New electricity, 204 

Reliability, High-pressure station, 762 

Relief of unemployment, Schemes for 
the, 

Reparations question, The, 301 

Report, A new Weir, 423 

Reports of Inspectors of Mines, (88 

Research, Glasgow Corporation and, 274 

Research in Germany, Cable, 

Research, Liverpool's contribution to, 
234 


Residential flats, [Electricity in, by 
E. H. Turle, 343 
Resins, Lectures on synthetic, 1104 


Resistance tester, The “ Bridge- -Meg,” 


415 
Resources, Our power, 983 
Restaurant electrical equipment, 244 
Revenue from electrical advertising, 602 


Reviews — 


A.B.C. of television, The, or Sceing 
by radio, by R. F. Yates, 1044 

Applied geophysics in the search for 
minerals, by A. S. Eve and 

D. A. Keys, 837 

Arc welding, by Edward P. Hulse, 
41 


hand- 


A.T.M. telegraph engineers’ 
book, The, 42 

B.B.C, year book, The, 856 

B.I. wire tables, 67 

Cable research handbooks. 899 

Calculation of the articulation of a 
telephone circuit from the circuit 
constants, The, by J. Collard, 684 

Code for protection against lightning, 


Der Wissenschaftlichen Grunlagen der 
Preisbildung fur die Elektrische 
Arbeit, by Dr. W. Kummer, 564 

Direct current electricity, by L 
Smith, 377 

Electric arc welding operators’ hand- 
book, 602 

Electric drive practice, by Gordon 
Fox, 29 

Electric lines and nets, by A. E. 
Kennelly, 42 

Electric street lighting, by C. J. 
Stahl, 1093 

Electric wiring, by W. S. Ibbetson, 

41 


contractors’ year book, 

, The, 

Electrical engineering problems. Part 
Alternating current circuits 

and apparatus, by J. G. Pertsch, 

258 


Electrical 
18 


Electrical transmission and distribu- 
tion, by R. O. Kapp 

Electrical wiring and contracting, by 
H. Marryat, 

Electricity in agriculture, by C. A. 

Cameron Brow n, 192 

Electrification of steam railroads, by 

K. Healy, 416 

Electromagnetic problems in electricai 
engineering, by B. Hasne, 1093 

Electrotechnickaé Rocenka, 456 

Elements of electrical engineering, by 

A. L. Cook, 10 

Elements of radio communication, by 

Morecroft, 1 

Engineering economics, by T. H. 
Burnham, 1 

Engineering electricity, by R. G. 

Hudson, 
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Reviews — continued. 

Engineers’ year-book, The, by H. R. 
Kempe and W. Hanneford, 356 

Estimating, by T. H. Hargrave, 258 

year electrical engineering, by 

Bolton, 

High-voltage cables: theory and prac- 
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